rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-2 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter... : 
Request Type: 
Activity.. . . : 


11/20/97 3:24 PM 

MA97-2 

E. Chaiabers/J. carman 

inh 

T00107 


Reported By; 
Submitted.. : 
Received...: 
Completed..: 
Approved By: 


CHAMBERS,LIZ 

10/22/97 
10/22/97 
11/19/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru Pt 

Data Value Rej 

Apr 

Instr 

Report Date 


ML8B 

E-CTBWT 

1 




0.7878 

- 

310 

10/27/97 

8:10 

AM 

ML8B 

E-CTBWT 

2 




0.7927 


310 

10/27/97 

9:10 

AM 

ML8B 

E-CTBHT 

3 




0.7953 


310 

10/27/97 

10:10 

AM 

ML8B 

E-CTBWT 

4 




0.8004 


310 

10/27/97 

10 : 10 

AM 




Average 

J 

0.7940 









Std 

Dev 


0.0053 






ML8B 

E-CWT 

1 




1.0816 

- 

310 

10/27/97 

8:10 

AM 

ML8B 

E-CWT 

2 




1.0887 

- 

310 

10/27/97 

9:10 

AM 

ML3B 

E-CWT 

3 




1.0910 

" 

310 

10/27/97 

10:10 

AM 

ML8B 

E-CWT 

4 




1.0945 


310 

10/27/97 

10 :10 

AM 




Average 


1.0889 









Std 

Dev 


0.0054 






ML8B 

E-P+PWT 

1 




0.2939 

- 

310 

10/27/97 

8:10 

AM 

ML8B 

E-P+PWT 

2 




0.2960 

- 

310 

10/27/97 

9:10 

AM 

ML8B 

E-P+PWT 

3 




0.2957 

- 

310 

10/27/97 

10:10 

AM 

ML8B 

E-P+PWT 

4 




0.2940 

“ 

310 

10/27/97 

10:10 

AM 




Average 

: 

0.2949 









std 

Dev 

: 

0.0011 



— 



ML8B 

FTC-BUTT 

1 




39.0 

- 

AUTO 

11/03/97 

0:11 

AM 




Average 


39.0000 









Std 

Dev 

: 

0.0000 






ML8B 

MA-CO 

1 

6440 

2 

3 

26.3400 

- 

58 

10/27/97 

1:10 

PM 

ML8B 

MA-CO 

2 

6440 

2 

9 

26.0600 

" 

58 

10/27/97 

1:10 

PM 

ML8B 

MA-CO 

3 

6440 

2 

13 

27.2300 

“ 

58 

10/27/97 

1:10 

PM 

ML8B 

MA-CO 

4 

6440 

2 

19 

26.1600 

- 

58 

10/27/97 

1:10 

PM 

MB8B 

MA-CO 

5 

6440 

3 

3 

26.2200 

- 

58 

10/28/97 

2:10 

PM 

ML8B 

MA-CO 

6 

6440 

3 

9 

26.7900 

- 

58 

10/28/97 

2:10 

PM 

ML8B 

MA-CO 

7 

6440 

3 

13 

26.1500 


58 

10/28/97 

2:10 

PM 

ML8B 

MA-CO 

8 

6440 

3 

19 

27.0800 


58 

10/28/97 

2 :10 

PM 

ML8B 

MA-CO 

9 

6440 

4 

3 

25.0200 

- 

58 

10/28/97 

2 :10 

PM 

ML8B 

MA-CO 

10 

6440 

4 

9 

27.1400 

- 

58 

10/28/97 

2 :10 

PM 

ML8B 

MA-CO 

11 

6440 

4 

13 

27.4900 


58 

10/28/97 

2:10 

PM 

ML8B 

MA-CO 

12 

6440 

4 

19 

26.8400 


58 

10/28/97 

2:10 

PM 

ML8B 

MA-CO 

13 

6440 

5 

3 

25.9300 

“ 

58 

10/28/97 

2:10 

PM 

ML8B 

MA-CO 

14 

6440 

5 

9 

26.7900 

- 

58 

10/28/97 

2:10 

PM 

ML8B 

MA-CO 

15 

6440 

5 

13 

26.2700 

- 

58 

10/28/97 

2:10 

PM 

ML8B 

MA-CO 

16 

6440 

5 

19 

28.0800 

- 

58 

10/28/97 

2:10 

PM 

ML8B 

MA-CO 

17 

6440 

1 

3 

26.2900 

- 

58 

11/03/97 

2:11 

PM 

ML8B 

MA-CO 

18 

6440 

1 

9 

26.5400 


58 

11/03/97 

2 :11 

PM 

ML8B 

MA-CO 

19 

6440 

1 

13 

25.8400 

- 

58 

11/03/97 

2:11 

PM 

ML8B 

MA-CO 

20 

6440 

1 

19 

26.7100 

- 

58 

11/03/97 

2:11 

PM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-2 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter...; 
Request Type: 
Activity. . . . : 


11/20/97 3:24 PM 

MA97-2 

E.Chambers/J.Garman 
inh 

T00107 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


CHAMBERS,LIZ 
10/22/97 
10/22/97 
11/19/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample Test # Grp Ru Pt Data Value Rej Apr Instr Report Date 


ML8B 

MA-EVENT 

1 

Average : 
Std Dev : 

26.5485 
0.6736 

30.0000 


478 

10/27/97 

9 :10 

AM 

ML8B 

MA“EVENT 

2 


28.0000 

" 

478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

3 


18.0000 


478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

4 


21.0000 

- 

478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

5 


30.0000 


478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

6 


24.Q000 


478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

7 


25.0000 


478 

10/27/97 

9 :10 

AM 

ML8B 

MA-EVENT 

8 


24.0000 


478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

9 


22.0000 

- 

478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

10 


36.0000 

- 

478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

11 


28.0000 

- 

478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

12 


27.0000 

“ 

478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

13 


33.0000 

- 

478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

14 


32.0000 

- 

478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

15 


32.0000 


478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

16 


28.0000 

" 

478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

17 


26.0000 

- 

478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

18 


23.0000 

- 

478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

19 


26.0000 


478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

20 


32.0000 

“ 

478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

21 


30.0000 

- 

478 _ 

10/2 7/9-7 

9:10 

AM 

ML8B 

MA-EVENT 

22 


28.0000 


478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

23 


27.0000 

" 

478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

24 


29.0000 

- 

478 

10/27/97 

9:10 

AM 

ML8B 

MA-EVENT 

25 


22.0000 

- 

478 

10/27/97 

9 :10 -AM 

ML SB 

MA-EVENT 

26 


27.0000 

- 

PC390 

10/28/97 

8:10 

AM 

ml8b 

MA-EVENT 

27 


32.0000 

- 

PC390 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

28 


31.0000 

- 

PC3 90 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

29 


30.0000 


PC3 90 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

30 


27.0000 

- 

PC390 

10/28/97 

8 : 10 

AM 

ML8B 

MA-EVENT 

31 


31.0000 

- 

PC390 

10/28/97 

8 : 10 

AM 

ML8B 

MA-EVENT 

32 


31.0000 

" 

PC390 

10/28/97 

8; 10 

AM 

ML8B 

MA-EVENT 

33 


29,0000 

. “ 

PC39Q 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

34 


24.0000 


PC390 

IQ/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

35 


24.0000 

- 

PC390 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

36 


29.0000 

“ 

PC390 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

37 


28.0000 

- 

PC390 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

38 


26.0000 

- 

PC390 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

39 


26.0000 


PC390 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

40 


34.0000 

- 

PC390 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

41 


24.0000 


PC390 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

42 


24.0000 

“ 

PC390 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

43 


28.0000 

" 

PC390“10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

44 


31.0000 

- 

PC390 

10/28/97 

8 :10 

AM 

ML8B 

MA-EVENT 

45 


29.0000 

“ 

PC390 

10/28/97 

8 :10 

AM 

ML8B 

MA-EVENT 

46 


29.0000 

- 

PC390 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

47 


29.0000 

- 

PC3 90 ‘10/28/97 

8:10 

AM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-2 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter...: 
Request Type; 
Activity....: 


11/20/97 3:24 PM 

MA97-2 

E.Chambers/J.Garman 

inh 

T00107 


Reported By: 
Submitted..: 
Received...: 
completed..; 
Approved By; 


CHAMBERS.LIZ 

10/22/97 
10/22/97 
11/19/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp Ru Pt Data Value 

Rej Apr 

Instr 

Report Date 

ML8B 

MA-EVENT 

48 

30.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

49 

31.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

50 

25.0000 

“ 

EC390- 

10/28/97 

8:10 

ML SB 

MA-EVENT 

51 

29.0000 

- 

PC390 

10/28/97 

8:10 

MLSB 

MA-EVENT 

52 

25.0000 

- 

PC3 90 

10/28/97 

8 ; 10 

ML8B 

MA-EVENT 

53 

28.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

54 

30.0000 

- 

PC390 

10/28/97 

8 : 10 

ML8B 

MA-EVENT 

55 

26.0000 

- 

PC39Q 

10/28/97 

8:10 

ML8B 

MA-EVENT 

56 

31.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

57 

29.0000 


PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

58 

29.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

59 

26.0000 

- 

PC390 

10/23/97 

8:10 

ML8B 

MA-EVENT 

60 

26.0000 

- 

PC390 

10/28/97 

8 :10 

ML8B 

MA-EVENT 

61 

28.0000 

- 

PC390 

.1.0/28/97 

8: IQ 

ML8B 

MA-EVENT 

62 

24.0000 

" 

PC3 9Q 

10/28/97 

8:10 

MLSB 

MA-EVENT 

63 

22.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

64 

33.0000 

“ 

PC390 

10/28/97 

8:10 

MLSB 

MA-EVENT 

65 

23.0000 

- 

PC3 90 

10/28/97 

8:10 

ML8B 

MA"EVENT 

66 

21.0000 


PC390 

10/28/97 

8 :10 

ML8B 

MA-EVENT 

67 

23.0000 

- 

PC3 90 

10/28/97 

8:10 

ML8B 

MA-EVENT 

68 

24.0000 


PC390 

10/28/97 

8 : 10 

ML8B 

MA-EVENT 

69 

25.0000 

“ 

PC390 

10/28/97 

8:10 

MLSB 

MA-EVENT 

70 

25.0000 


PC3 90 

10/28/97 

8 :10 

ML8B 

MA-EVENT 

71 

32.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

72 

24.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

73 

34.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

74 

22.0000 


PC390 

10/28/97 

8:10 

MLSB 

MA-EVENT 

75 

28.0000 

. - 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

76 

31.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

77 

30.0000 

- 

PC 3 9 CL 

.10/28/97 

8 :10 

ML8B 

MA-EVENT 

78 

37.0000 


PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

79 

35.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

80 

35.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

81 

27.0000 

- 

PC390 

10/28/97 

8:10 

MLSB 

MA-EVENT 

82 

38.0000 

- 

PC390 

10/28/97 

8 :10 

ML8B 

MA-EVENT 

83 

32.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

84 

24.0000 

- 

PC390 

10/28/97 

B : 10 

ML8B 

MA-EVENT 

85 

24.0000 

- 

PC39 0 

10/28/97 

8:10 

ML8B 

MA-EVENT 

86 

29.0000 

" 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

87 

26.0000 

“ 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

88 

29.0000 


PC390 

10/28/97 

8:10 

MLSB 

MA-EVENT 

89 

33.0000 


PC3 90 

10/28/97 

8: IQ 

MLSB 

MA-EVENT 

90 

28.0000 

“ 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

91 

26.0000 

" 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

92 

29.0000 

“ 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

93 

29.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

94 

28.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

95 

32.0000 

- 

PC390 

10/28/97 

8:10 

ML8B 

MA-EVENT 

96 

29.0000 


PC390 

10/28/97 

'3:10 

ML8B 

MA-EVENT 

97 

30.0000 

- 

PC390 

10/28/97 

8:10 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA.S7-2 


Philip Morris USA 
Confidential 


Report Date.; 

Request.: 

Submitter...: 
Request Type: 

Activity....: 


11/20/97 3:24 PM 

MA97-2 

E.Chambers/J.Garman 
inh 

T00107 


Reported By 
Submitted.. 
Received... 
Completed.. 
Approved By 


CHAMBERS,LIZ 

10/22/97 
10/22/97 
11/19/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

RU Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML8B 

MA-EVENT 

98 



26.0000 

- 

PC390 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

99 



23.0000 

- 

PC390 

10/28/97 

8:10 

AM 

ML8B 

MA-EVENT 

100 



27.0000 

“ 

PC390 

10/28/97 

8 :10 

AM 




Average : 

27.9400 









Std 

Dev : 

3.7868 






ML8B 

MA-H20 

1 

6440 

1 3 

7.2204 

- 

GC361 

10/27/97 

9:10 

PM 

ML8B 

MA-H20 

2 

6440 

1 9 

6.9330 

- 

GC361. 

.10/27/97 

9:10 

PM 

ML8B 

MA-H20 

3 

6440 

1 13 

7.1445 

- 

GC361 

10/27/97 

9:10 

PM 

ML3B 

MA-H20 

4 

6440 

1 19 

7.1036 

“ 

GC361 

10/27/97 

9:10 

PM 

ML SB 

MA-H20 

5 

6440 

2 3 

7.0728 


GC361 

10/27/97 

9:10 

PM 

ML8B 

MA-H20 

6 

6440 

2 9 

6.9753 

" 

GC361 

10/27/97 

9:10 

PM 

ML8B 

MA-H20 

7 

6440 

2 13 

7.6218 

- 

GC361 

10/27/97 

9:10 

PM 

ML SB 

MA-H20 

8 

6440 

2 19 

7.0699 

- 

GC361 

10/27/97 

9:10 

PM 

ML8B 

MA-H20 

9 

6440 

3 3 

6.6490 

- 

GC361 

10/29/97 

8 :10 

AM 

MLSB 

MA-H20 

10 

6440 

3 9 

6.8069 

- 

GC361 

10/29/97 

8:10 

AM 

ML8B 

MA-H20 

11 

6440 

3 13 

6.3102 

- 

GC361 

10/29/97 

8:10 

AM 

ML8B 

MA-H20 

12 

6440 

3 19 

6.8595 

- 

GC361 

10/29/97 

8:10 

AM 

MLSB 

MA-H20 

13 

6440 

4 3 

6.4753 

- 

GC361 

10/29/97 

8:10 

AM 

ML8B 

MA-H20 

14 

6440 

4 9 

7.5775 

- 

GC361 

10/29/97 

8:10 

AM 

ML8B 

MA-H20 

15 

6440 

4 13 

7.1868 


GC361 

10/29/97 

8:10 

AM 

ML8B 

MA-H20 

16 

6440 

4 19 

8.8938 


GC361 

10/29/97 

8:10 

AM 

ML8B 

MA-H20 

17 

6440 

5 3 

6.0565 

- 

GC361 

10/29/97 

8:10 

AM 

ML8B 

MA-H20 

18 

6440 

5 9 

7.1226 

- 

GC361 

10/29/97 

8:10 

AM 

ML8B 

MA-H20 

19 

6440 

5 13 

6.8011 

- 

GC361 

10/29/97 

8:10 

AM 

ML8B 

MA-H20 

20 

6440 

5 19 

8.7345 

" 

GC361 

10/29/97 

8:10 

AM 




Average : 

7.1308 









Std 

Dev : 

0.6875 






ml8b 

MA-NIC 

1 

6440 

1 3 

1.7745 

- 

GC361 

10/27/97 

9:10 

PM 

ML8B 

MA-NIC 

2 

6440 

1 9 

1.6756 

- 

GC361 

10/27/97 

9:10 

PM 

ML8B 

MA-NIC 

3 

6440 

1 13 

1.7567 

" 

GC361 

10/27/97 

9:10 

PM 

MLSB 

MA-NIC 

4 

6440 

1 19 

1.7655 

- 

GC361 

10/27/97 

9 : 10 

PM 

ML8B 

MA-NIC 

5 

6440 

2 3 

1.6609 

“ 

GC361 

10/27/97 

9:10 

PM 

MLSB 

MA-NIC 

6 

6440 

2 9 

1.7765 


GC361 

10/27/97 

9:10 

PM 

ML8B 

MA-NIC 

7 

6440 

2 13 

1.6991 

- 

GC361 

10/27/97 

9 :10 

PM 

ML8B 

MA-NIC 

8 

6440 

2 19 

1.7408 


GC361 

10/27/97 

9:10 

PM 

ML8B 

MA-NIC 

9 

6440 

3 3 

1.7012 

- 

GC361 

10/29/97 

8 :10 

AM 

ML8B 

MA-NIC 

10 

6440 

3 9 

1.7852 


GC361 

10/29/97 

8:10 

AM 

ML8B 

MA-NIC 

11 

6440 

3 13 

1.6262 

- 

GC361 

..10/2 9/97 

8:10 

AM 

ML8B 

MA-NIC 

12 

6440 

3 19 

1.6551 

- 

GC361 

10/29/97 

8:10 

AM 

ML8B 

MA-NIC 

13 

6440 

4 3 

1.6930 

“ 

GC3 61 

10/29/97 

8:10 

AM 

ML8B 

MA-NIC 

14 

6440 

4 9 

1.7113 

- 

GC361 

10/29/97 

8 :10 

AM 

MLSB 

MA-NIC 

15 

6440 

4 13 

1.7215 

- 

GC361 

. 10/29/97 

8:10 

AM 

ML8B 

MA-NIC 

16 

6440 

4 19 

1.7201 

- 

GC361 

10/29/97 

8:10 

AM 

ML8B 

MA-NIC 

17 

6440 

5 3 

1.6516 

. - 

GC361 

10/29/97 

8:10 

AM 

ML8B 

MA-NIC 

IB 

6440 

5 9 

1.7289 

- 

GC361 

10/29/97 

8:10 

AM 

ML8B 

MA-NIC 

19 

6440 

5 13 

1.7057 

- 

GC361 

10/29/97 

8:10 

AM 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-2 Confidential 

Report Date.: 11/20/97 3:24 pm Reported By: CHAMBERS,LIZ 

Request.: MA97-2 Submitted..: 10/22/97 

Submitter...: E .Chambers/J.Garman Received. ..: 10/22/97 

Request Type: inh Completed..: 11/19/97 

Activity..,.: T00107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML8B 

MA-NIC 

20 

6440 

5 

19 

1.7106 

- 

GC361 

.10/29/97 

8:10 

AM 




Average : 

1.7130 









std 

Dev : 

0.0450 






ML8B 

MA-NIC-FLR 

1 




14.6000 

- 

398 

11/19/97 

6:11 

PM 

ML8B 

MA-NIC-FLR 

2 




14.3300 


398 

11/19/97 

6:11 

PM 

ML8B 

MA-NIC-FLR 

3 




14.3600 


398 

11/19/97 

6:11 

PM 




Average : 

14.4300 









std 

Dev : 

0.1480 






ML8B 

MA-PH 

1 




5.4080 

- 

58 

10/29/97 

1:10 

PM 

ML8B 

MA-PH 

2 




5.3440 


58 

10/29/97 

1:10 

PM 

ML8B 

MA-PH 

3 




5.4020 


58 

10/29/97 

1:10 

PM 




Average : 

5.3847 









Std 

Dev : 

0.0353 






ML8B 

MA-PUFF 

1 

6440 

1 

3 

13.6000 

- 

58 

10/27/97 

10:10 

AM 

ML8B 

MA-PUFF 

2 

6440 

1 

9 

13.8200 

- 

58 

10/27/97 

10:10 

AM 

ML8B 

MA-PUFF 

3 

6440 

1 

13 

13.8000 

- 

58 

10/27/97 

10:10 

AM 

ML8B 

MA-PUFF 

4 

6440 

1 

19 

12.9800 

" 

58 

10/27/97 

10 :10 

AM 

ML8B 

MA-PUFF 

5 

6440 

2 

3 

13.4400 

- 

58 

10/27/97 

11:10 

AM 

ML8B 

MA-PUFF 

6 

6440 

2 

9 

13.8400 

' 

58 

10/27/97 

11:10 

AM 

ML8B 

MA-PUFF 

7 

6440 

2 

13 

13.6800 


58 

10/27/97 

11:10 

AM 

ML8B 

MA-PUFF 

8 

6440 

2 

19 

13.5400 

- 

58 

10/27/97 

11:10 

AM 

ML8B 

MA-PUFF 

9 

6440 

3 

3 

13.5200 


58 

10/28/97 

9:10 

AM 

ML8B 

MA-PUFF 

10 

6440 

3 

9 

13.9000 

- 

58 

10/28/97 

9:10 

AM 

ML8B 

MA-PUFF 

11 

6440 

3 

13 

13.6800 


58 

10/28/97 

9:10 

AM 

ML8B 

MA-PUFF 

12 

6440 

3 

19 

13.1800 

- 

58 

10/28/97 

9:10 

AM 

ML8B 

MA-PUFF 

13 

6440 

4 

3 

13.3400 


58 

10/28/97 

11: 10 

AM 

ML8B 

MA-PUFF 

14 

6440 

4 

9 

13.2800 

“ 

58 

10/26/97 

11:10 

AM 

ML8B 

MA-PUFF 

15 

6440 

4 

13 

12.9600 

- 

58 

10/28/97 

11:10 

AM 

ML8B 

MA-PUFF 

16 

6440 

4 

19 

12.9200 


58 

10/28/97 

11:10 

AM 

ML8B 

MA-PUFF 

17 

6440 

5 

3 

13.4800 

- 

58 

10/28/97 

12:10 

PM 

ML8B 

MA-PUFF 

18 

6440 

5 

9 

13.0000 


58 

.10/2 8/97 

12:10 

PM 

ML8B 

MA-PUFF 

19 

6440 

5 

13 

13.2400 

" 

58 

10/28/97 

12:10 

PM 

ML8B 

MA-PUFF 

20 

6440 

5 

19 

12.8400 


58 

10/28/97 

12 :10 

PM 




Average : 

13.4020 









Std 

Dev : 

0.3391 






ML8B 

MA-TPM 

1 

6440 

1 

3 

33.3800 

- 

58 

10/27/97 

10:10 

AM 

ML8B 

MA-TPM 

2 

6440 

1 

9 

33.1400 

- 

58 

10/27/97 

10:10 

AM 

ML8B 

MA-TPM 

3 

6440 

1 

13 

33.5600 


58 

10/27/97 

10:10 

AM 

ML8B 

MA-TPM 

4 

6440 

1 

19 

33.4200 

- 

58 

10/27/97 

10:10 

AM 

ML8B 

MA-TPM 

5 

6440 

2 

3 

33.0200 


58 

10/27/97 

11:10 

AM 

ML8B 

MA-TPM 

6 

6440 

2 

9 

33.1790 


58 

10/27/97 

11:10 

AM 

ML8B 

MA-TPM 

7 

6440 

2 

13 

34.2610 


58 

10/27/97 

11:10 

AM 
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rawdata PRODUCT TESTING laboratory Philip Morris USA 

Raw Data For Request MA97-2 Confidential 

Report Date.: 11/20/97 3:24 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-2 Submitted..: 10/22/97 

Submitter...: E.Chambers/J.Garman Received...: 10/22/97 

Request Type: inh Completed..: 11/19/97 

Activity....: T00107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML8B 

MA-TPM 

8 

6440 

2 

19 

33.1000 

- 

58 

10/27/97 

11:10 

AM 

ML8B 

MA-TPM 

9 

6440 

3 

3 

32.6200 

- 

58 

10/28/97 

9:10 

AM 

ML8B 

MA-TPM 

10 

6440 

3 

9 

33.4800 

“ 

58 

10/28/97 

9:10 

AM 

ML8B 

MA-TPM 

11 

6440 

3 

13 

31.1390 

“ 

58 

10/28/97 

9:10 

AM 

ML SB 

MA-TPM 

12 

6440 

3 

19 

32.8000 

- 

58 

10/28/97 

9:10 

AM 

ML8B 

MA-TPM 

13 

6440 

4 

3 

31.5410 

- 

58 

10/28/97 

11:10 

AM 

ML8B 

MA-TPM 

14 

6440 

4 

9 

34.2990 


58 

10/28/97 

11:10 

AM 

ML8B 

MA-TPM 

15 

6440 

4 

13 

33.4400 

- 

53 

10/28/97 

11:10 

AM 

ML8B 

MA-TPM 

16 

6440 

4 

19 

35.9200 


58 

10/28/97 

11:10 

AM 

ML8B 

MA-TPM 

17 

6440 

5 

3 

30.7400 

- 

58 

10/28/97 

12:10 

PM 

ML8B 

MA-TPM 

18 

6440 

5 

9 

32.9200 

- 

58 

10/28/97 

12:10 

PM 

ML8B 

MA-TPM 

19 

6440 

5 

13 

32.2600 

- 

58 

10/28/97 

12 :10 

PM 

ML8B 

MA-TPM 

20 

6440 

5 

19 

35.6200 

“ 

58 

10/28/97 

12:10 

PM 




Average : 

33.1920 









Std 

Dev : 

1.2668 






ML8B 

TIP-LENGTH 

1 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML8B 

TIP-LENGTH 

2 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML8B 

TIP-LENGTH 

3 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML8B 

TIP-LENGTH 

4 




36.0 

- 

PC398 

10/24/97 

3 :10 

PM 

ML8B 

TIP-LENGTH 

5 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML8B 

TIP-LENGTH 

6 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML8B 

TIP-LENGTH 

7 




36.0 


PC398 

10/24/97 

3:10 

PM 

ML8B 

TIP-LENGTH 

8 




36.0 


PC398 

10/24/97 

3:10 

PM 

ML8B 

TIP-LENGTH 

9 




36.0 


PC398 

10/24/97 

3 :10 

PM 

ML88 

TIP-LENGTH 

10 




36.0 


PC398 

10/24/97 

3:10 

PM 

ML8B 

TIP-LENGTH 

11 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML8B 

TIP-LENGTH 

12 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML8B 

TIP-LENGTH 

13 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML8B 

TIP-LENGTH 

14 




36.0 

- 

PC398 

10/24/97 

3 : 10 

PM 

ml8b 

TIP-LENGTH 

15 




36.0 

- 

PC398 

10/24/97 

3 : 10 

PM 

ML8B 

TIP-LENGTH 

16 




36.0 

- 

PC398 

10/24/97 

3 :10 

PM 

ML8B 

TIP-LENGTH 

17 




36.0 

** 

PC398 

10/24/97 

3:10 

PM 

ML8B 

TIP-LENGTH 

18 




36.0 

- 

PC398--10/24/97 

3:10 

PM 

ML8B 

TIP-LENGTH 

19 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML8B 

TIP-LENGTH 

20 




36.0 


PC398. 

10/24/97 

3:10 

PM 




Average : 

36.0000 









Std 

Dev : 

0.0010 






ML8B 

MA-TAR 

1 

6440 

3 

13 

23.2026 

- 

n/a 

10/28/97 

9:10 

AM 

ML8B 

MA-TAR 

2 

6440 

3 

19 

24.2854 

" 

n/a 

10/28/97 

9:10 

AM 

ML8B 

MA-TAR 

3 

6440 

1 

19 

24.5509 

- 

n/a 

10/27/97 

10:10 

AM 

ML8B 

MA-TAR 

4 

6440 

2 

3 

24.2863 

- 

n/a 

10/27/97 

11:10 

AM 

ML8B 

MA-TAR 

5 

6440 

2 

13 

24.9401 


n/a 

10/27/97 

11:10 

AM 

ML8B 

MA-TAR 

6 

6440 

2 

19 

24.2893 

- 

n/a 

10/27/97 

11:10 

AM 

ML8B 

MA-TAR 

7 

6440 

4 

19 

25.3061 

“ 

n/a 

10/28/97 

11:10 

AM 

ML8B 

MA-TAR 

8 

6440 

5 

13 

23.7532 


n/a 

10/28/97 

12 :10 

PM 

ML8B 

MA-TAR 

9 

6440 

5 

19 

25.1749 

" 

n/a 

10/28/97 

12:10 

PM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-2 


Philip Morris USA 
Confidential 


Report Date.; 
Request: 
submitter.. . ; 
Request Type: 
Activity.,..: 


11/20/97 3:24 PM 

MA97-2 

E,Chambers/J.Garman 
inh 

T00107 


Reported By: 
Submitted,.: 
Received...: 

Completed., ; 
Approved By: 


CHAMBERS,LIZ 
10/22/97 
10/22/97 
11/19/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


* + ** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE * * ** 


Sample 

Test 

# 

Grp 

Ru Pt 

Data Value 

Rej Apr 

Instr:Report Date 


ML8B 

MA-TAR 

10 

6440 

3 3 

24.2698 

- 

n/a 

10/28/97 

9:10 

AM 

ML8B 

MA-TAR 

11 

6440 

3 9 

24.8879 

- 

n/a 

10/28/97 

9:10 

AM 

ML8B 

MA-TAR 

12 

6440 

4 9 

25.0102 

- 

n/a 

10/28/97 

11 : 10 

AM 

ML8B 

MA-TAR 

13 

6440 

4 13 

24.5317 

- 

n/a 

10/28/97 

11:10 

AM 

ML8B 

MA-TAR 

14 

6440 

5 3 

23.0319 


n/a 

10/28/97 

12 : 10 

PM 

ML8B 

MA-TAR 

15 

6440 

5 9 

24.0685 

" 

n/a 

10/28/97 

12 : 10 

PM 

ML8B 

MA-TAR 

16 

6440 

4 3 

23.3727 

- 

n/a 

10/28/97 

11:10 

AM 

ML8B 

MA-TAR 

17 

6440 

1 3 

24.3851 

- 

n/a 

10/27/97 

10 :10 

AM 

ML8B 

MA-TAR 

18 

6440 

2 9 

24.4272 

“ 

n/a 

10/27/97 

11:10 

AM 

ML8B 

MA-TAR 

19 

6440 

1 9 

24.5314 


n/a 

10/27/97 

10:10 

AM 

ML SB 

MA-TAR 

20 

6440 

1 13 

24.6588 


n/a 

10/27/97 

10:10 

AM 




Average : 

24.3482 









Std 

Dev : 

0.6215 






ML 8 MB 

E-CTBWT 

1 



0.7704 

- 

310 

10/27/97 

8:10 

AM 

ML 8 MB 

E-CTBWT 

2 



0.7689 

- 

310 

10/27/97 

9:10 

AM 

ML 8 MB 

E-CTBWT 

3 



0.7679 

“ 

310 

10/27/97 

10:10 

AM 

ML 8 MB 

E-CTBWT 

4 



0.7691 

“ 

310 

10/27/97 

11:10 

AM 




Average : 

0.7691 









Std 

Dev ; 

0.0010 






ML 8 MB 

E-CWT 

1 



1.0659 

- 

310 

10/27/97 

8:10 

AM 

ML 8MB 

E-CWT 

2 



1.0625 

- 

310 

10/27/97 

9 :10 

AM 

ML SMB 

E-CWT 

3 



1.0617 

- 

310 

10/27/97 

10:10 

AM 

ML8MB 

E-CWT 

4 



1.0639 


310 

10/27/97 

11:10 

AM 




Average : 

1.0635 









Std 

Dev : 

0.0019 






ML8MB 

E-P+PWT 

1 



0.2955 

- 

310 

10/27/97 

8:10 

AM 

ML 8 MB 

E-P+PWT 

2 



0.2936 

- 

310 

10/27/97 

9:10 

AM 

ML 8 MB 

E-P+PWT 

3 



0.2938 

- 

310 

10/27/97 

10 :10 

AM 

ML 8MB 

E-P+PWT 

4 



0.2948 

- 

310 

10/27/97 

11:10 

AM 




Average : 

0.2944 









std 

Dev : 

0.0010 






ML8MB 

FTC-BUTT 

1 



39.0 

- 

AUTO 

11/03/97 

8:11 

AM 




Average : 

39.0000 









std 

Dev : 

0.0000 






ML 8MB 

MA-CO 

1 

6440 

2 4 

24.7000 

- 

58 

10/27/97 

1:10 

PM 

ML 8MB 

MA-CO 

2 

6440 

2 10 

27.3100 

- 

58 

10/27/97 

1:10 

PM 

ML8MB 

MA-CO 

3 

6440 

2 15 

26.0200 

" 

58 

10/27/97 

1:10 

PM 

ML8MB 

MA-CO 

4 

6440 

2 20 

26.5300 

- 

58 

10/27/97 

1:10 

PM 

ML8MB 

MA-CO 

5 

6440 

3 4 

25.0200 

- 

58 

10/28/97 

2:10 

PM 

ML8MB 

MA-CO 

6 

6440 

3 10 

25.3500 


58 

10/28/97 

2:10 

PM 

Doc-Code: P0622 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-2 


Philip Morris USA 
Confidential 


Report Date.: 

Request. 

Submitter.,.: 
Request Type: 
Activity....: 


11/20/97 3:24 PM 

MA97-2 

E.Chambers/J.Garman 

inh 

T00107 


Reported By: 
Submitted..: 
Received...: 
Completed..: 
Approved. By: 


CHAMBERS,LIZ 
10 / 22/97 

10/22/97 
11/19/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** data HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

pt 

Data Value Rej Apr 

Instr 

Report Date 

MT.AMR 

MA-CO 

7 

6440 

3 

15 

24.2600 

58 

10/28/97 

2:10 PM 

MT.flMB 

MA-CO 

8 

6440 

3 

20 

24.6100 

58 

10/28/97 

2:10 PM 

MT.flMB 

MA-CO 

9 

6440 

4 

4 

25.9B00 

58 

10/28/97 

2:10 PM 

MT.flMB 

MA-CO 

10 

6440 

4 

10 

26.8200 

58 

10/28/97 

2:10 PM 

MTiRMB 

MA-CO 

11 

6440 

4 

15 

26.2000 

58 

10/28/97 

2:10 PM 

MT.ftMR 

MA-CO 

12 

6440 

4 

20 

25.8800 

58 

10/28/97 

2:10 PM 

ML 8 MB 

MA-CO 

13 

6440 

5 

4 

24.2200 

58 

10/28/97 

2:10 PM 

MT.flMB 

MA-CO 

14 

6440 

5 

10 

25.0800 

58 

10/28/97 

2:10 PM 

MT.flMB 

MA-CO 

15 

6440 

5 

15 

25.5000 

58 

10/28/97 

2:10 PM 

MT.RMn 

MA-CO 

16 

6440 

5 

20 

25.7900 

53 

10/23/97 

2:10 PM 

MT.flMB 

MA-CO 

17 

6440 

1 

4 

25.9800 

58 

11/Q3/97 

2:11 PM 

MT.fiMR 

MA-CO 

18 

6440 

1 

10 

26.2400 

58 

11/03/97 

2:11 PM 

MT.Rmr 

MA-CO 

19 

6440 

1 

15 

24.6800 

58 

11/03/97 

2:11 PM 

ML 8 MB 

MA-CO 

20 

6440 

1 

20 

25.2300 

58 

11/03/97 

2:11 PM 




Average : 

25.5700 







Std 

Dev : 

0.8510 





MA-EVENT 

1 




31.0000 

478 

10/27/97 

9:10 AM 

MTiRMB 

MA-EVENT 

2 




27.0000 

478 

10/27/97 

9:10 AM 

MT.flMB 

MA-EVENT 

3 




31.0000 

478 

10/27/97 

9:10 AM 

MT.flMB 

MA-EVENT 

4 




33.0000 

478 

10/27/97 

9:10 AM 

MLR MB 

MA-EVENT 

5 




29,0000 

478 

10/27/97 

9:10 AM 

MT.flMB 

MA-EVENT 

6 




32.0000 

4 78 

10/27/97 

9:10 AM 

MT.flMB 

MA-EVENT 

7 




31.0000 

478 

10/27/97 

9:10 AM 

MT.flMB 

MA-EVENT 

8 




30.0000 

478 

10/27/97 

9:10 AM 

MT.RMR 

MA-EVENT 

9 




31.0000 

478 

10/27/97 

9:10 AM 

MT.flMB 

MA-EVENT 

10 




26.0000 

478 

10/27/97 

9:10 AM 

MT.flMB 

MA-EVENT 

11 




35.0000 

478 

10/27/97 

9:10 AM 

MT.flMB 

MA-EVENT 

12 




34.0000 

478 

10/27/97 

9:10 AM 

MT.RMR 

MA-EVENT 

13 




32.0000 

478 

10/27/97 

9:10 AM 

ML 8 MB 

MA-EVENT 

14 




25.0000 

478 

10/27/97 

9:10 AM 

MT.flMB 

MA-EVENT 

15 




25.0000 

478 

10/27/97 

9:10 AH 

MT.flMB 

MA-EVENT 

16 




25.0000 

478 

10/27/97 

9:10 AM 

MT.flMR 

MA-EVENT 

17 




32.0000 

478 

10/27/97 

9:10 AM 

MT.flMB 

MA-EVENT 

18 




38.0000 

478 

10/27/97 

9:10 AM 

ML 8 MB 

MA-EVENT 

19 




25.0000 

478 

10/27/97 

9:10 AM 

MT.flMB 

MA-EVENT 

20 




31.0000 

478 

10/27/97 

9:10 AM 

ML 8 MB 

MA-EVENT 

21 




37.0000 

478 

10/27/97 

9:10 AM 

ML 8MB 

MA-EVENT 

22 




28.0000 

478 

10/27/97 

9:10 AM 

ML SMB 

MA-EVENT 

23 




23.0000 

478 

10/27/97 

9:10 AM 

ML 8 MB 

MA-EVENT 

24 




28.0000 

478 

10/27/97 

9:10 AM 

MT.flMB 

MA-EVENT 

25 




34.0000 

478 

10/27/97 

9:10 AM 

MT.flMB 

MA-EVENT 

26 




30.0000 

PC39Q 

10/28/97 

8:10 AM 

ML 8 MB 

MA-EVENT 

27 




28.0000 

PC390 

10/28/97 

8:10 AM 

MT.RMB 

MA-EVENT 

28 




35.0000 

PC390 

10/28/97 

8:10 AM 

ML 8 MB 

MA-EVENT 

29 




28.0000 

PC390 

10/28/97 

8:10 AM 

ML 8 MB 

MA-EVENT 

30 




33.0000 

PC390 

10/28/97 

8:10 AM 

ML8MB 

MA-EVENT 

31 




32.0000 

PC390 

10/28/97 

8:10 AM 

ML 8 MB 

MA-EVENT 

32 




31.0000 

PC390 

10/28/97 

8:10 AM 
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rawclata 


Philip Morris USA 
Confidential 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-2 


Report Date.: 

Request.: 

Submitter... : 
Request Type: 
Activity....: 


11/20/97 3:24 PM 

MA97-2 

E.Chambers/J■Garman 
inh 

T00107 


Reported By: 
Submitted..: 
Received,..: 
Completed..: 
Approved By: 


CHAMBERS,LIZ 
10/22/97 
10/22/97 
11/19/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHARGE **** 


Sample 

Test 

# 

Grp Ru Pt Data Value Rej 

Apr 

Instr 

Report Date 

ML 8 MB 

MA-EVENT 

33 

33.0000 

- 

PC390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

34 

34.0000 

- 

PC390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

35 

25.0000 

- 

PC3 90 

10/28/97 

8 :10 

ML 8 MB 

MA-EVENT 

36 

24.0000 

- 

PC390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

37 

27.0000 

" 

PC390 

10/28/97 

8 :10 

ML 8 MB 

MA-EVENT 

38 

33.0000 

- 

PC390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

39 

31.0000 

- 

PC390 

10/28/97 

8:10 

ML8MB 

MA-EVENT 

40 

27.0000 

- 

PC390 

10/28/97 

8 : 10 

ML 8 MB 

MA-EVENT 

41 

28.0000 

- 

PC390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

42 

33.0000 

- 

PC3 90 

10/28/97 

8:10 

ML8MB 

MA-EVENT 

43 

33.0000 

- 

PC390 

10/28/97 

8:10 

MLB MB 

MA-EVENT 

44 

36.0000 

- 

PC3 90 

10/28/97 

8:10 

ML8MB 

MA-EVENT 

45 

24.0000 

- 

PC39Q- 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

46 

34.0000 

“ 

PC390 

10/28/97 

8 : 10 

ML 8 MB 

MA-EVENT 

47 

32.0000 


PC3 90 

10/28/97 

8 : 10 

ML 8MB 

MA-EVENT 

48 

36.0000 

“ 

PC390 

10/28/97 

8 :10 

ML 8 MB 

MA-EVENT 

49 

30.0000 


PC3 90 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

50 

25.0000 

- 

PC390 

10/28/97 

8:10 

ML8MB 

MA-EVENT 

51 

27.0000 

- 

39Q 

10/28/97 

8:10 

ML8MB 

MA-EVENT 

52 

36.0000 

- 

390 

10/28/97 

8 :10 

ML 8 MB 

MA-EVENT 

53 

34.0000 


390 

10/28/97 

8 :10 

ML 8 MB 

MA-EVENT 

54 

25.0000 

- 

390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

55 

29.Q0Q0 


390 

10/28/97 

8:10 

ML 8MB 

MA-EVENT 

56 

28.0000 

- 

390 

10/28/97 

8:10 

ML 6MB 

MA-EVENT 

57 

31.0000 


390 

10/28/97 

8:10 

ML SMB 

MA-EVENT 

58 

33.0000 

- 

390 

10/28/97 

8:10 

ML 8MB 

MA-EVENT 

59 

35.0000 


390 

10/28/97 

8:10 

ML8MB 

MA-EVENT 

60 

24.0000 

“ 

390 

10/28/97 

8:10 

ML 8MB 

MA-EVENT 

61 

33.0000 

- 

390 

10/28/97 

8 : 10 

ML 8MB 

MA-EVENT 

62 

20.000Q 

- 

390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

63 

32.0000 

- 

390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

64 

28.0000 

“ 

390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

65 

34.0000 

- 

390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

66 

25.0000 

- 

390 

10/28/97 

8:10 

ML 8MB 

MA-EVENT 

67 

36.0000 

- 

390 

10/28/97 

8:10 

ML8MB 

MA-EVENT 

68 

32.0000 

- 

390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

69 

23.0000 

" 

390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

70 

35.0000 

" 

390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

71 

32.0000 

- 

390 

.10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

72 

32.0000 


390 

10/28/97 

8:10 

ML8MB 

MA-EVENT 

73 

30.0000 

- 

390 . 

10/28/97 

8 :10 

ML8MB 

MA-EVENT 

74 

32.0000 

“ 

390 _ 

10/28/97 

8:10 

ML8MB 

MA-EVENT 

75 

27.0000 

" 

390 

10/28/97 

8 :10 

ML8MB 

MA-EVENT 

76 

29.0000 


390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

77 

29.0000 

- 

390 

10/28/97 

8:10 

ML8MB 

MA-EVENT 

78 

30.0000 


390 

10/28/97 

8:10 

ML8MB 

MA-EVENT 

79 

32.0000 

- 

390 

10/28/97 

8 :10 

ML 8 MB 

MA-EVENT 

80 

32.0000 

- 

390 

10/28/97 

8:10 

ML 8 MB 

MA-EVENT 

81 

33.0000 

- 

390 

10/28/97 

8:10 

ML8MB 

MA-EVENT 

82 

24.0000 


390 

.10/28/97 

8:10 

DOC-Code: P0622 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-2 Confidential 

Report Date.: 11/20/97 3:24 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-2 Submitted..: 10/22/97 

Submitter...: E.Chambers/J.Carman Received...: 10/22/97 

Request Type: inh Completed..: 11/19/97 

Activity....: T00107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE “ TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE +*** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML8MB 

MA-EVENT 

83 




33.0000 

- 

390 

10/28/97 

8:10 

AM 

ML 8 MB 

MA-EVENT 

84 




33.0000 

- 

390 

10/28/97 

8 : 10 

AM 

ML 8 MB 

MA-EVENT 

85 




31.0000 


390 

10/28/97 

8:10 

AM 

ML 8 MB 

MA-EVENT 

86 




32.0000 

- 

390 

10/28/97 

8 :10 

AM 

ML8MB 

MA-EVENT 

87 




29.0000 

" 

390 

10/28/97 

8 :10 

AM 

ML8MB 

MA-EVENT 

88 




33.0000 

- 

390 

10/28/97 

8:10 

AM 

ML8MB 

MA-EVENT 

89 




30.0000 

- 

390 

10/28/97 

8 :10 

AM 

ML8MB 

MA-EVENT 

90 




28.0000 

- 

390 

10/28/97 

8:10 

AM 

ML8MB 

MA-EVENT 

91 




32.0000 

" 

390 

10/28/97 

8:10 

AM 

ML 8 MB 

MA-EVENT 

92 




24.0000 

“ 

390 

10/28/97 

8:10 

AM 

ML 8 MB 

MA-EVENT 

93 




22.0000 

- 

390 

10/28/97 

8:10 

AM 

ML 8MB 

MA-EVENT 

94 




36.0000 

" 

390 

10/28/97 

8:10 

AM 

ML 8MB 

MA-EVENT 

95 




36.0000 

- 

390 

10/28/97 

8:10 

AM 

ML8MB 

MA-EVENT 

96 




28.0000 

- 

390 

10/28/97 

8:10 

AM 

ML 8MB 

MA-EVENT 

97 




25.0000 

- 

390 

10/28/97 

8:10 

AM 

ML 8MB 

MA-EVENT 

98 




34.0000 

- 

390 

10/28/97 

8:10 

AM 

ML 8MB 

MA-EVENT 

99 




33.0000 

- 

390 

10/28/97 

8:10 

AM 

ML 8 MB 

MA-EVENT 

100 




41.0000 

“ 

390 

10/28/97 

8:10 

AM 




Average : 

30.3700 









Std 

Dev : 

4.0193 






ML8MB 

MA-H20 

1 

6440 

1 

4 

7.8605 

- 

GC361 

10/27/97 

9:10 

PM 

ML 8 MB 

MA-H20 

2 

6440 

1 

10 

6.4607 

- 

GC361 

10/27/97 

9:10 

PM 

ML 8 MB 

MA-H20 

3 

6440 

1 

15 

5.7275 

- 

GC361 

10/27/97 

9:10 

PM 

ML 8 MB 

MA-H20 

4 

6440 

1 

20 

7.0534 

" 

GC361 

10/27/97 

9:10 

PM 

ML 8 MB 

MA-H20 

5 

6440 

2 

4 

4.8509 

- 

GC361 

10/27/97 

9:10 

PM 

ML 8 MB 

MA-H20 

6 

6440 

2 

10 

6.0794 

“ 

GC361 

10/27/97 

9:10 

PM 

ML8MB 

MA-H20 

7 

6440 

2 

15 

6,5632 

- 

GC36L.10/27/97 

9:10 

PM 

ML 8 MB 

MA-H20 

8 

6440 

2 

20 

6.0930 

- 

GC361 

10/27/97 

9:10 

PM 

ML 8 MB 

MA-H20 

9 

6440 

3 

4 

5.2801 

- 

GC361 

10/29/97 

8:10 

AM 

ML 8 MB 

MA-H20 

10 

6440 

3 

10 

6.2273 

- 

GC3 61 

10/29/97 

8 : 10 

AM 

ML8MB 

MA-H20 

11 

6440 

3 

15 

5.9174 

- 

GC361 

10/29/97 

8 : 10 

AM 

mlSmb 

MA-H20 

12 

6440 

3 

20 

5.3234 

- 

GC361 

10/29/97 

8 : 10 

AM 

ML 8 MB 

MA-H20 

13 

6440 

4 

4 

6.5683 

- 

GC361 

10/29/97 

8 :10 

AM 

MLSMB 

MA-H20 

14 

6440 

4 

10 

7.6662 

- 

GC361 

10/29/97 

8:10 

AM 

ML8MB 

MA-H20 

15 

6440 

4 

15 

6.9468 

- 

GC3 61 

10/29/97 

8:10 

AM 

ML8MB 

MA-H20 

16 

6440 

4 

20 

5.4820 

- 

GC3 61 

10/29/97 

8:10 

AM 

ML 8 MB 

MA-H20 

17 

6440 

5 

4 

5.6672 

- 

GC3 61 

10/29/97 

8:10 

AM 

MLSMB 

MA-H20 

18 

6440 

5 

10 

5.9923 


GC361 

10/29/97 

8:10 

AM 

ML 8MB 

MA-H20 

19 

6440 

5 

15 

6.0176 

- 

GC361 .10/29/97 

8:10 

AM 

ML8MB 

MA-H20 

20 

6440 

5 

20 

6.1603 

- 

GC3 61 

10/29/97 

8:10 

AM 




Average : 

6.1969 









Std 

Dev : 

0.7668 






ML8MB 

MA-NIC 

1 

6440 

1 

4 

1.7220 

- 

GC361 

10/27/97 

9:10 

PM 

ML 8MB 

MA-NIC 

2 

6440 

1 

10 

1.6545 

- 

GC361 

10/27/97 

9:10 

PM 

ML8MB 

MA-NIC 

3 

6440 

1 

15 

1.6746 

- 

GC361 

10/27/97 

9 :10 

PM 

ML 8 MB 

MA-NIC 

4 

6440 

1 

20 

1.6450 

- 

GC361 

10/27/97 

9:10 

PM 

!-Code: P0622 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-2 Confidential 

Report Date.: 11/20/97 3:24 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-2 Submitted..: 10/22/97 

Submitter...: E.Chambers/J.Garman Received...: 10/22/97 

Request Type: inh Completed..: 11/19/97 

Activity....: T00107 Approved By; NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 

**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


ML SMB 

MA-NIC 

3 

6440 

2 

4 

1.5384 

- 

GC361 

10/27/97 

9 : 10 

PM 

MLSMB 

MA-NIC 

6 

6440 

2 

10 

1.6312 


GC361 

10/27/97 

9 :10 

PM 

ML8MB 

MA-NIC 

7 

6440 

2 

15 

1.6398 


GC361 

10/27/97 

9 :10 

PM 

ML 8MB 

MA-NIC 

8 

6440 

2 

20 

1.5555 

- 

GC361 

10/27/97 

9:10 

PM 

ML 8MB 

MA-NIC 

9 

6440 

3 

4 

1.5040 

- 

GC361 

10/29/97 

8; 10 

AM 

ML 8 MB 

MA-NIC 

10 

6440 

3 

10 

1.5485 

- 

GC361 

10/29/97 

8:10 

AM 

ML 8 MB 

MA-NIC 

11 

6440 

3 

15 

1.4426 

- 

GC361 

.10/29/97 

8:10 

AM 

ML8MB 

MA-NIC 

12 

6440 

3 

20 

1.4411 

- 

GC361 

10/29/97 

8:10 

AM 

ML8MB 

MA-NIC 

13 

6440 

4 

4 

1.5973 

- 

GC361 

10/29/97 

8:10 

AM 

MLSMB 

MA-NIC 

14 

6440 

4 

10 

1.6415 

- 

GC361 

JO/29/97 

8:10 

AM 

ML 8 MB 

MA-NIC 

15 

6440 

4 

15 

1.6725 


GC361 

10/29/97 

8:10 

AM 

ML8MB 

MA-NIC 

16 

6440 

4 

20 

1.6045 

- 

GC3 61 

10/29/97 

8:10 

AM 

ML 8 MB 

MA-NIC 

17 

6440 

5 

4 

1.6097 

- 

GC361 

10/29/97 

8:10 

AM 

MLSMB 

MA-NIC 

18 

6440 

5 

10 

1.7308 


GC361 

10/29/97 

8:10 

AM 

ML8MB 

MA-NIC 

19 

6440 

5 

15 

1.5264 

- 

GC361 

10/29/97 

8 : IQ 

AM 

ML8MB 

MA-NIC 

20 

6440 

5 

20 

1.6774 


GC361 

10/29/97 

8:10 

AM 




Average : 

1.6029 









Std 

Dev : 

0.0831 






ML 8 MB 

MA-NIC-FLR 

1 




14.0700 

- 

398 

11/19/97 

6:11 

PM 

MLSMB 

MA-NIC-FLR 

2 




14.3000 


398 

11/19/97 

6:11 

PM 

MLSMB 

MA-NIC-FLR 

3 




14.3300 

“ 

398 

11/19/97 

6:11 

PM 




Average : 

14.2333 









Std 

Dev : 

0.1422 






ML 8MB 

MA-PH 

1 




5.3650 

- 

58 

10/29/97 

1:10 

PM 

MLSMB 

MA-PH 

2 




5.3760 

“ 

58 

10/29/97 

1:10 

PM 

ML 8 MB 

MA-PH 

3 




5.3450 


58 

10/29/97 

1:10 

PM 




Average : 

5.3620 









Std 

Dev : 

0.0157 






ML8MB 

MA-PUFF 

1 

6440 

1 

4 

13.4000 

- 

58 

10/27/97 

10:10 

AM 

ML 8 MB 

MA-PUFF 

2 

6440 

1 

10 

13.5000 


58 

10/27/97 

10:10 

AM 

ML 8 MB 

MA-PUFF 

3 

6440 

1 

15 

13.6000 

- 

58 

10/27/97 

10:10 

AM 

ML8MB 

MA-PUFF 

4 

6440 

1 

20 

12.5400 


58 

10/27/97 

10:10 

AM 

ML 8 MB 

MA-PUFF 

5 

6440 

2 

4 

13.0200 

“ 

58 

10/27/97 

11:10 

AM 

ML 8 MB 

MA-PUFF 

6 

6440 

2 

10 

12.8000 


58 

10/27/97 

11:10 

AM 

ML8MB 

MA-PUFF 

7 

6440 

2 

15 

13.0220 

- 

58 

10/27/97 

11:10 

AM 

ML8MB 

MA-PUFF 

8 

6440 

2 

20 

12.3600 

- 

58 

10/27/97 

11:10 

AM 

ML8MB 

MA-PUFF 

9 

6440 

3 

4 

12.7000 

- 

58 

10/28/97 

9 : 10 

AM 

ML8MB 

MA-PUFF 

10 

6440 

3 

10 

12.6200 

- 

58 

10/28/97 

9:10 

AM 

ML8MB 

MA-PUFF 

11 

6440 

3 

15 

13.1200 

- 

58 

10/28/97 

9 : 10 

AM 

ML8MB 

MA-PUFF 

12 

6440 

3 

20 

12.7000 

- 

58 

10/28/97 

9 :10 

AM 

ML8MB 

MA-PUFF 

13 

6440 

4 

4 

12.6600 

- 

58 

10/28/97 

11:10 

AM 

MLSMB 

MA-PUFF 

14 

6440 

4 

10 

12.6000 

- 

58 

10/28/97 

11:10 

AM 

ML 8MB 

MA-PUFF 

15 

6440 

4 

15 

12.6000 

- 

58 

10/28/97 

11:10 

AM 

MLSMB 

MA-PUFF 

16 

6440 

4 

20 

12.8200 

“ 

58 

10/28/97 

11:10 

AM 

:-Code: P0622 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-2 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter. . . : 
Request Type: 
Activity....: 


11/20/97 3:24 PM 

MA97-2 

E.Chambers/J.Garman 
inh 

T00107 


Reported By: 
Submitted.,: 
Received...: 
Completed..: 
Approved By: 


CHAMBERS, LIZ 

10/22/97 
10/22/97 
11/19/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**+* DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value Rej 

Apr 

Instr 

Report Date 


ML8MB 

MA-PUFF 

17 

6440 

5 

4 

12.9400 

- 

58 

10/28/97 

12:10 

PM 

ML8MB 

MA-PUFF 

18 

6440 

5 

10 

12.8400 

- 

58 

10/28/97 

12:10 

PM 

ML8MB 

MA-PUFF 

19 

6440 

5 

15 

12.6600 

- 

58 

10/28/97 

12:10 

PM 

MLBMB 

MA-PUFF 

20 

6440 

5 

20 

12.7400 


58 

10/28/97 

12:10 

PM 




Average : 

12.8621 









Std 

Dev : 

0.3301 






ML8MB 

MA-TPM 

1 

6440 

1 

4 

33.5590 

- 

58 

10/27/97 

10 : 10 

AM 

ML8MB 

MA-TPM 

2 

6440 

1 

10 

31.8800 

- 

58 

10/27/97 

10:10 

AM 

ML8MB 

MA-TPM 

3 

6440 

1 

15 

30.3000 

- 

58 

10/27/97 

10 :10 

AM 

ML 8 MB 

MA-TPM 

4 

6440 

1 

20 

32.2200 


58 

10/27/97 

10:10 

AM 

ML8MB 

MA-TPM 

5 

6440 

2 

4 

28.4600 


58 

10/27/97 

11:10 

AM 

ML 8 MB 

MA-TPM 

6 

6440 

2 

10 

31.2400 

- 

58 

10/27/97 

11:10 

AM 

ML 8 MB 

MA-TPM 

7 

6440 

2 

15 

31.4000 

- 

58 

10/27/97 

11:10 

AM 

ML 8MB 

MA-TPM 

8 

6440 

2 

20 

30.7000 

- 

58 

10/27/97 

11:10 

AM 

MLBMB 

MA-TPM 

9 

6440 

3 

4 

28.3400 

- 

58 

10/23/97 

9:10 

AM 

ML 8 MB 

MA-TPM 

10 

6440 

3 

10 

30.1000 

- 

58 

10/28/97 

9:10 

AM 

ML 8 MB 

MA-TPM 

11 

6440 

3 

15 

29.0790 

- 

58 

10/28/97 

9:10 

AM 

ML 8 MB 

MA-TPM 

12 

6440 

3 

20 

28.9200 

" 

58 

10/28/97 

9:10 

AM 

ML8MB 

MA-TPM 

13 

6440 

4 

4 

31.1810 

- 

58 

10/28/97 

11:10 

AM 

ML8MB 

MA-TPM 

14 

6440 

4 

10 

33.9600 

“ 

58 

10/28/97 

11:10 

AM 

ML 8 MB 

MA-TPM 

15 

6440 

4 

15 

31.4800 


58 

10/28/97 

11:10 

AM 

MLS MB 

MA-TPM 

16 

6440 

4 

20 

29.5600 

- 

58 

10/28/97 

11:10 

AM 

ML8MB 

MA-TPM 

17 

6440 

5 

4 

29.1200 

- 

58 

10/28/97 

12:10 

PM 

ML 8MB 

MA-TPM 

18 

6440 

5 

10 

30.2800 

- 

58 

10/28/97 

12:10 

PM 

ML8MB 

MA-TPM 

19 

6440 

5 

15 

29.5800 

“ 

58 

10/28/97 

12:10 

PM 

ML 8 MB 

MA-TPM 

20 

6440 

5 

20 

30.0600 

” 

58 

10/28/97 

12:10 

PM 




Average : 

30.5710 









Std 

Dev : 

1.5616 






ML 8MB 

TIP-LENGTH 

1 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

MLBMB 

TIP-LENGTH 

2 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML 8MB 

TIP-LENGTH 

3 




36.0 

- 

PC3 9 8 

10/24/97 

3:10 

PM 

ML 8 MB 

TIP-LENGTH 

4 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML 8MB 

TIP-LENGTH 

5 




36.0 

- 

PC398 

10/24/97 

3:10 

PM. 

MLBMB 

TIP-LENGTH 

6 




36.0 


PC398 

10/24/97 

3:10 

PM 

ML8MB 

TIP-LENGTH 

7 




36.0 

- 

PC398 

10/24/97 

3 : 10 

PM 

ML8MB 

TIP-LENGTH 

8 




36.0 


PC398 

10/24/97 

3:10 

PM 

ML 8 MB 

TIP-LENGTH 

9 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML 8 MB 

TIP-LENGTH 

10 




36.0 

“ 

PC3 98 

10/24/97 

3:10 

PM 

ML 8MB 

TIP-LENGTH 

11 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML 8MB 

TIP-LENGTH 

12 




36.0 

- 

PC3 9 8 

10/24/97 

3:10 

PM 

mlSmb 

TIP-LENGTH 

13 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML 8MB 

TIP-LENGTH 

14 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

ML 8MB 

TIP-LENGTH 

15 




36.0 

" 

PC398 

10/24/97 

3:10 

PM 

ML 8MB 

TIP-LENGTH 

16 




36.0 

- 

PC3 9 8. 

. 10/24/97 

3:10 

PM 

ML 8 MB 

TIP-LENGTH 

17 




36.0 


PC398 

10/24/97 

3:10 

PM 

ML8MB 

TIP-LENGTH 

18 




36.0 

“ 

PC398 

10/24/97 

3:10 

PM 
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Sample 

Test 

# 

Grp 

Ru Pt 

Data Value 

Rej Apr 

Tnstr 

Report Date 


ML8MB 

TIP-LENGTH 

19 



36.0 

- 

PC398 

10/24/97 

3 : 10 

PM 

ML8MB 

TIP-LENGTH 

20 



36.0 

- 

PC398 

10/24/97 

3:10 

PM 




Average : 

36.0000 









Std 

Dev : 

0.0010 






ML8MB 

MA-TAR 

1 

6440 

3 10 

22.3242 

- 

n/a 

10/28/97 

9:10 

AM 

ML8MB 

MA-TAR 

2 

6440 

3 15 

21.7190 


n/a 

10/28/97 

9 :10 

AM 

ML 8MB 

MA-TAR 

3 

6440 

1 20 

23.5216 

- 

n/a 

10/27/97 

10:10 

AM 

ML 8MB 

MA-TAR 

4 

6440 

2 15 

23.1970 

- 

n/a 

10/27/97 

11:10 

AM 

ML 8MB 

MA-TAR 

5 

6440 

2 20 

23.0515 

- 

n/a 

10/27/97 

11:10 

AM 

ML 8MB 

MA-TAR 

6 

6440 

4 20 

22.4735 

- 

n/a 

10/28/97 

11:10 

AM 

ML 8MB 

MA-TAR 

7 

6440 

5 15 

22.0360 

- 

n/a 

10/28/97 

12:10 

PM 

ML 8MB 

MA-TAR 

8 

6440 

5 20 

22.2223 

" 

n/a 

10/28/97 

12:10 

PM 

ML 8MB 

MA-TAR 

9 

6440 

3 4 

21.5559 

- 

n/a 

10/28/97 

9:10 

AM 

ML 8MB 

MA-TAR 

10 

6440 

4 10 

24.6523 

“ 

n/a 

10/28/97 

11:10 

AM 

ML 8MB 

MA-TAR 

11 

6440 

5 4 

21.8431 

- 

n/a 

10/28/97 

12:10 

PM 

ML8MB 

MA-TAR 

12 

6440 

5 10 

22.5569 

“ 

n/a 

10/28/97 

12:10 

PM 

ML 8MB 

MA-TAR 

13 

6440 

4 15 

22.8607 

- 

n/a 

10/28/97 

11:10 

AM 

ML8MB 

MA-TAR 

14 

6440 

3 20 

22.1555 

- 

n/a 

10/28/97 

9:10 

AM 

ML8MB 

MA-TAR 

15 

6440 

4 4 

23.0154 

- 

n/a 

10/28/97 

11:10 

AM 

ML 8MB 

MA-TAR 

16 

6440 

1 4 

23.9765 


n/a 

10/27/97 

10:10 

AM 

ML 8 MB 

MA-TAR 

17 

6440 

2 4 

22.0707 


n/a 

10/27/97 

11:10 

AM 

ML 8MB 

MA-TAR 

18 

6440 

2 10 

23.5294 

- 

n/a 

10/27/97 

11:10 

AM 

ML 8MB 

MA-TAR 

19 

6440 

1 10 

23.7648 

" 

n/a 

10/27/97 

10:10 

AM 

ML 8MB 

MA-TAR 

20 

6440 

1 15 

22.8979 


n/a 

10/27/97 

10:10 

AM 




Average : 

22.7712 









Std 

Dev : 

0.8256 






MR8B 

E-CTBWT 

1 



0.8465 

- 

310 

10/27/97 

B : 10 

AM 

MR8B 

E-CTBWT 

2 



0.8422 

- 

310 

10/27/97 

10:10 

AM 
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- 
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10/27/97 
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10/27/97 

11:10 

AM 
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MR8B 
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1 



1.1117 

- 

310 

10/27/97 
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AM 
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2 



1.1042 


310 

10/27/97 

10 :10 

AM 

MR8B 
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3 



1.0981 

- 

310 

10/27/97 

10:10 

AM 

MR8B 
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4 



1.0973 

- 

310 

10/27/97 

11:10 

AM 




Average : 

1.1028 
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Dev : 
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MR8B 
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1 



0.2653 

- 

310 

10/27/97 
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AM 
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2 
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- 

310 

10/27/97 

10:10 

AM 

MR8B 
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310 
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SUBJECT 

TO CHANGE **** 



Sample 


Test 
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Grp Ru Pt Data Value 

Rej Apr 

Instr 

Report Date 






Average : 

0.2634 










Std Dev : 

0.0016 






MR8B 


FTC-BUTT 

1 


34.0 

- 

AUTO 

11/03/97 

8:11 

AM 





Average : 

34.0000 










Std Dev : 

0.0000 






MR8B 


MA-CO 

1 

6440 2 1 

28.4400 

- 

58 

10/27/97 

1:10 

PM 

MR8B 


MA" CO 

2 

6440 2 5 

30.8100 

- 

58 

10/27/97 

1:10 

PM 

MR8B 


MA-CO 

3 

6440 2 11 

30.0800 


58 

10/27/97 

1:10 

PM 

KR8B 


MA-CO 

4 

6440 2 17 

30.1700 

“ 

58 

10/27/97 

1:10 

PM 

MR8B 


MA-CO 

5 

6440 3 1 

28.7500 

- 

58 

10/28/97 

2:10 

PM 

MR8B 


MA-CO 

6 

6440 3 5 

28.8100 

- 

58 

10/28/97 

2:10 

PM 

HR8B 


MA-CO 

7 

6440 3 11 

29.9600 


58 

10/28/97 

2:10 

PM 

MR8B 


MA-CO 

8 

6440 3 17 

30.6200 

- 

58 

10/28/97 

2:10 

PM 

MRBB 


MA-CO 

9 

6440 4 1 

29.7800 

- 

58 

10/28/97 

2 : 10 

PM 

MR8B 


MA-CO 

10 

6440 4 5 

29.1100 


58 

10/28/97 

2 : 10 

PM 

MRBB 


MA-CO 

11 

6440 4 11 

31.1300 

- 

58 

10/28/97 

2 :10 

PM 

MR8B 


MA-CO 

12 

6440 4 17 

28.4900 

“ 

58 

10/28/97 

2:10 

PM 

MRBB 


MA-CO 

13 

6440 5 1 

29.8100 

- 

58 

10/28/97 

2 : 10 

PM 

MR8B 


MA-CO 

14 

6440 5 5 

29.3500 


58 

10/28/97 

2:10 

PM 

MR8B 


MA-CO 

15 

6440 5 11 

30.7800 

- 

58 

10/28/97 

2:10 

PM 

MRBB 


MA-CO 

16 

6440 5 17 

30.5600 

- 

53 

10/28/97 

2 ; 10 

PM 

MR8B 


MA-CO 

17 

6440 1 1 

25.6200 

r 

58 

11/03/97 

2:11 

PM 

MR8B 


MA-CO 

18 

6440 1 5 

27.5100 

- 

58 

11/03/97 

2:11 

PM 

MR8B 


MA-CO 

19 

6440 1 11 

30.2200 

- 

58 

11/03/97 

2 :11 

PM 

MR8B 


MA-CO 

20 

6440 1 17 

28.9900 

- 

58 

11/03/97 

2:11 

PM 





Average : 

29.6511 










Std Dev : 

0.9782 






MR8B 


MA-EVENT 

1 


13.0000 

- 

348 

10/27/97 

11:10 

AM 

MR8B 


MA-EVENT 

2 


11.0000 

- 

348 

10/27/97 

11:10 

AM 

MR8B 


MA-EVENT 

3 


18.0000 

- 

348 

10/27/97 

11:10 

AM 

MRBB 


MA-EVENT 

4 


11.0000 

- 

348 

10/27/97 

11:10 

AM 

MR8B 


MA-EVENT 

5 


9.0000 

- 

348 

10/27/97 

11:10 

AM 

MR8B 


MA-EVENT 

6 


10.0000 

- 

348 

10/27/97 

11:10 

AM 

MR8B 


MA-EVENT 

7 


11.0000 

- 

348 

10/27/97 

11: IQ 

AM 

MR8B 


MA-EVENT 

8 


13.0000 

- 

348 

10/27/97 

11:10 

AM 

MR8B 


MA-EVENT 

9 


14.0000 

- 

348 

H0/27/97 

11:10 

AM 

MR8B 


MA-EVENT 

10 


10.0000 

- 

348 

10/27/97 

11:10 

AM 

MR8B 


MA-EVENT 

11 


12.0000 

- 

348 

10/27/97 

11:10 

AM 

MR8B 


MA-EVENT 

12 


16.0000 

- 

348 

10/27/97 

11:10 

AM 

MR9B 


MA-EVENT 

13 


11.0000 

- 

348 

10/27/97 

11:10 

AM 

MR8B 


MA-EVENT 

14 


11.0000 

- 

34B . 

.. 10/27/97 

11:10 

AM 

MR8B 


MA-EVENT 

15 


13.0000 

- 

348 

10/27/97 

11:10 

AM 

MR8B 


MA-EVENT 

16 


13.0000 

- 

348 

10/27/97 

11:10 

AM 

MR8B 


MA-EVENT 

17 


8.0000 

- 

348 

10/27/97 

11:10 

AM 
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asaw 

aeaw 

98HW 

Q8HW 

S8HH 

883W 

38HH 

98aw 

S8HW 

asaw 

H8HW 

H8HH 

S8HK 

98HW 

S8HW 

asaw 

38HW 
98HW 
38NK 
S8NW 
98HW 
98HH 
98 aw 
aeaw 

S8HH 

H8HH 

88HH 

aeaw 

asaw 

98HW 

08HW 

38aw 

S8HN 

a 8 aw 
asaw 


SfduiBS 


**** hdnvhd oi iDarans :qvAoaaav/MaiA3H TYNia qvh ion svh viva **** 


aoa hhvhs laaavw %s nyhi aaow saNvaa isai 

aaAoaaav ion paAoaddv 
46/6T/TT : • •poisiduJOD 
L6/ZZ/0X :'--p3AT90sa 
46/22/OT : • *p3«Tiuqns 
zn'saaaMVED :Ag psqjodaH 


aONYIIdHOD • VH 

aoNvndWOO snasnHOvssvw ; -uo-fqd-facissa 

40T00I : ‘ ' 'A^TA-f^ov 

quq ; 0 dAi qssnbsa 

UEurriSD• r/sa:aqiUBH3'a : • • ■ jraqaTuiqns 

2-46W '■ .qsanbSH 

wa iz-£ ls/oz/tt ■'^a nodes 


fBTqosppjuoo 2-46VW qssnbSH 103 eqAQ wbh 

vsn stijoM d-ET-tqa xaoivaoavT DNiisai lonaoaa 

Source: https://www.industrydocuments.ucsf.edu/docs/ypdl0001 










rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-2 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter.,, ; 
Request Type: 
Activity....: 


11/20/97 3:24 PM 

MA97-2 

E.Chambers/J.Garman 
inh 

T00107 


Reported By: 
Submitted..: 
Received...: 
Completed..: 
Approved By: 


chambers , uz 
10/22/97 
10/22/97 
11/19/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


MR8B 

MA-EVENT 

68 




14.0000 


390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

69 




12.0000 

~ 

390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

70 




17.0000 


390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

71 




9.0000 


390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

72 




11.0000 


390 

10/28/97 

8:10 

AM 

MK8B 

MA-EVENT 

73 




11.0000 


39Q 

10/28/97 

8:10 

AM 

MR SB 

MA-EVENT 

74 




11.0000 

- 

390 

10/28/97 

8:10 

AM 

MR8B 

MA"EVENT 

75 




11.0000 


390 

10/28/97 

8:10 

AM 

MRSB 

MA-EVENT 

76 




11.0000 

- 

390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

77 




9.0000 


390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

78 




16.0000 

- 

390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

79 




12.0000 

- 

390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

80 




11.0000 

- 

390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

81 




14.0000 

- 

390 

10/28/97 

8 : 10 

AM 

MR8B 

MA-EVENT 

82 




11.0000 

- 

390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

83 




10.0000 

- 

390 

10/28/97 

8 ; 10 

AM 

MR8B 

MA-EVENT 

84 




10.0000 

- 

390 

10/28/97 

8 : 10 

AM 

MR8B 

MA-EVENT 

85 




15.0000 

- 

390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

86 




13.0000 

- 

390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

87 




15.0000 

- 

390 

10/28/97 

8:10 

AM 

MRSB 

MA-EVENT 

88 




16.0000 

" 

390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

89 




12.0000 

- 

390 

10/28/97 

8:10 

AM 

MR 8B 

MA-EVENT 

90 




11.0000 

- 

390 

CL0/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

91 




15.0000 

" 

390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

92 




12.0000 

- 

390 

10/28/97 

8:10 

AM 

MRSB 

MA-EVENT 

93 




13.0000 


390 

10/28/97 

8:10 

AM 

MRSB 

MA-EVENT 

94 




13.0000 

- 

390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

95 




11.0000 

- 

390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

96 




13.0000 

- 

390 

10/28/97 

8:10 

AM 

MRSB 

MA-EVENT 

97 




8.0000 

- 

390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

98 




10.0000 

- 

390 

10/28/97 

8:10 

AM 

MR8B 

MA-EVENT 

99 




11.0000 


390 

10/28/97 

8:10 

AM 

MRSB 

MA-EVENT 

100 




20.0000 

_ 

390 

10/28/97 

8 : 10 

AM 




Average : 

12.4680 









Std 

Dev : 

3.0675 






MRSB 

MA-H20 

1 

6440 

1 

1 

10.9388 

- 

GC361 

10/27/97 

9:10 

PM 

MR8B 

MA-H20 

2 

6440 

1 

5 

10.9926 

- 

GC361 

10/27/97 

9:10 

PM 

MR8B 

MA-H20 

3 

6440 

1 

11 

12.4540 


GC361 

10/27/97 

9 :10 

PM 

MR8B 

MA-H20 

4 

6440 

1 

17 

11.7143 

- 

GC361 

10/27/97 

9:10 

PM 

MR8B 

MA-H20 

5 

6440 

2 

1 

11.2649 

- 

GC361 

10/27/97 

9:10 

PM 

MR8B 

MA-H20 

6 

6440 

2 

5 

12.8217 

- 

GC361 

10/27/97 

9 : 10 

PM 

MR8B 

MA-H20 

7 

6440 

2 

11 

10.5848 

- 

GC3 61 

10/27/97 

9:10 

PM 

MR8B 

MA-H20 

8 

6440 

2 

17 

11.8505 

- 

GC361 

10/27/97 

9:10 

PM 

MRSB 

MA-H20 

9 

6440 

3 

1 

11.3879 

- 

GC361 

10/29/97 

8:10 

AM 

MR8B 

MA-H20 

10 

6440 

3 

5 

10.4033 

- 

GC361 

10/29/97 

8 : 10 

AM 

MR8B 

MA-H20 

11 

6440 

3 

11 

12.1859 

- 

GC361 

10/29/97 

8:10 

AM 

MR8B 

MA-H20 

12 

6440 

3 

17 

12.5356 

- 

GC361 

10/29/97 

8 :10 

AM 

MR8B 

MA-H20 

13 

6440 

4 

1 

11.6749 

“ 

GC361 

10/29/97 

8:10 

AM 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-2 Confidential 

Report Date.: 11/20/97 3:24 PM Reported By: chambers, LIS 

Request.: MA97-2 Submitted..: 10/22/97 

Submitter...: E.Chambers/J.Garman Received...: 10/22/97 

Request Type: inh- Completed..: 11/19/97 

Activity....: T00107 Approved By: NOT APPROVED 

Description. .- MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 


# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


MR8B 

MA-H20 


14 

6440 

4 

5 

11.8551 

- 

GC361 JLO/29/97 

8:10 

AM 

MR8B 

MA-H20 


15 

6440 

4 

11 

12.3222 

- 

GC361 

10/29/97 

8 : 10 

AM 

MR8B 

MA-H20 


16 

6440 

4 

17 

12.2083 

- 

GC361 

10/29/97 

8:10 

AM 

MR8B 

MA-H20 


17 

6440 

5 

1 

11.6244 

- 

GC361 

10/29/97 

8 :10 

AM 

MR8B 

MA-H20 


18 

6440 

5 

5 

10.9518 

“ 

GC361 

10/29/97 

8:10 

AM 

MR8B 

MA-H20 


19 

6440 

5 

11 

11.8255 


GC361 

10/29/97 

8:10 

AM 

MR8B 

MA-H20 


20 

6440 

5 

17 

12.8138 


GC361 

10/29/97 

8:10 

AM 





Average : 

11.7205 










std 

Dev : 

0.7093 






MR8B 

MA-NIC 


1 

6440 

1 

1 

2.2845 

- 

GC361 

10/27/97 

9:10 

PM 

MR8B 

MA-NIC 


2 

6440 

1 

5 

2.1577 

- 

GC361 

10/27/97 

9 : 10 

PM 

MRSB 

MA-NIC 


3 

6440 

1 

11 

2.2748 


GC361 

10/27/97 

9 :10 

PM 

MR8B 

MA-NIC 


4 

6440 

1 

17 

2.1767 

- 

GC361 

10/27/97 

9:10 

PM 

MRSB 

MA-NIC 


5 

6440 

2 

1 

2.1001 

- 

GC361 

10/27/97 

9:10 

PM 

MR8B 

MA-NIC 


6 

6440 

2 

5 

2.1016 

- 

GC361 

10/27/97 

9:10 

PM 

MR8B 

MA-NIC 


7 

6440 

2 

11 

2.1311 

- 

GC3 61 

10/27/97 

9 : 10 

PM 

MR8B 

MA-NIC 


8 

6440 

2 

17 

2.2609 

- 

GC361 

10/27/97 

9 : 10 

PM 

MR8B 

MA-NIC 


9 

6440 

3 

1 

2.2456 

“ 

GC361 

10/29/97 

8:10 

AM 

MR8B 

MA-NIC 


10 

6440 

3 

5 

2.0516 

- 

GC361 

10/29/97 

8:10 

AM 

MR8B 

MA-NIC 


11 

6440 

3 

11 

2.2271 


GC361 

10/29/97 

8:10 

AM 

MR8B 

MA-NIC 


12 

6440 

3 

17 

2.2413 


GC3 61 

10/29/97 

8:10 

AM 

MR8B 

MA-NIC 


13 

6440 

4 

1 

2.1939 


GC361 

10/29/97 

8:10 

AM 

MR8B 

MA-NIC 


14 

6440 

4 

5 

2.1597 

- 

GC361 

10/29/97 

8:10 

AM 

MRSB 

MA-NIC 


15 

6440 

4 

11 

2.2775 

- 

GC361 10/29/97 

8:10 

AM 

MR8B 

MA-NIC 


16 

6440 

4 

17 

2.2765 

- 

GC361 

10/29/97 

8:10 

AM 

MR8B 

MA-NIC 


17 

6440 

5 

1 

2,2288 

* 

GC361 

10/29/97 

8:10 

AM 

MR8B 

MA-NIC 


18 

6440 

5 

5 

2.1665 


GC361 

10/29/97 

8:10 

AM 

MR8B 

MA-NIC 


19 

6440 

5 

11 

2.3032 

- 

GC361 

10/29/97 

8:10 

AM 

MRSB 

MA-NIC 


20 

6440 

5 

17 

2.1777 

- 

GC361 

10/29/97 

8:10 

AM 





Average : 

2.2018 










Std 

Dev : 

0.0712 






MRSB 

MA-NIC- 

FLR 

1 




14.9600 

- 

398 

11/19/97 

6:11 

PM 

MR8B 

MA-NIC- 

FLR 

2 




14.7500 


398 

11/19/97 

6:11 

PM 

MR8B 

MA-NIC- 

FLR 

3 




14.7500 

” 

398 

11/19/97 

6:11 

PM 





Average : 

14.8200 










Std 

Dev : 

0.1212 






MR8B 

MA-PH 


1 




5.4090 

- 

58 

10/29/97 

1:10 

PM 

MRSB 

MA-PH 


2 




5.4030 

- 

58 

10/29/97 

1:10 

PM 

MR8B 

MA-PH 


3 




5.4230 

’ 

58 

10/29/97 

1:10 

PM 





Average : 

5.4117 










Std 

Dev : 

0.0103 






MRSB 

MA-PUFF 

1 

6440 

1 

1 

13.7000 

- 

58 

10/27/97 

10:10 

AM 
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rawdata 


PRODUCT 
Raw Data 

TESTING LABORATORY 
For Request MA97-2 

Philip Morris USA 
Confidential 

Report Date.: 

11/20/97 3:24 

PM 

Reported By 

CHAMBERS,LIZ 

Request.....: 

MA97-2 


Submitted.. 

10/22/97 

Submitter...: 

E.Chambers/J.Garman 

Received... 

10/22/97 

Request Type: 

inh 


Completed.. 

11/19/97 

Activity....: 

T00107 


Approved By 

NOT APPROVED 

Description.: 

MASSACHUSETTS 
MA.COMPLIANCE 

COMPLIANCE 

- TEST BRANDS MORE 

THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

t 

Grp 

RU Pt 

Data Value Rej Apr Instr 

Report Date 

MR8B 

MA-PUFF 

2 

6440 

1 5 

13.2000 

- 

58 

10/27/97 10:10 AM 

MR8B 

MA-PUFF 

3 

6440 

1 11 

13.7800 


58 

10/27/97 10:10 AM 

MR8B 

MA-PUFF 

4 

6440 

1 17 

13.7200 

- 

58 

10/27/97 10:10 AM 

MR8B 

MA-PUFF 

5 

6440 

2 1 

13.3800 


58 

10/27/97 11:10 AM 

MR8B 

MA-PUFF 

6 

6440 

2 5 

13.2600 

- 

58 

10/27/97 11:10 AM 

MR8B 

MA-PUFF 

7 

6440 

2 11 

13.3800 

- 

58 

10/27/97 11:10 AM 

MR8B 

MA-PUFF 

8 

6440 

2 17 

13.0400 

- 

58 

10/27/97 11:10 AM 

MR8B 

MA-PUFF 

9 

6440 

3 1 

13.7200 

“ 

58 

10/2B/97 9:10 AM 

MR8B 

MA-PUFF 

10 

6440 

3 5 

13.3200 

- 

58 

10/28/97 9:10 AM 

MR8B 

MA-PUFF 

11 

6440 

3 11 

13.5200 

" 

58 

10/28/97 9:10 AM 

MR0B 

MA-PUFF 

12 

6440 

3 17 

13.1000 


58 

10/28/97 9:10 AM: 

mr8b 

MA-PUFF 

13 

6440 

4 1 

12.9800 


58 

10/28/97 11:10 AM 

MR8B 

MA-PUFF 

14 

6440 

4 5 

12.9000 

. - , 

58 

10/28/97 11:10 AM 

MR8B 

MA-PUFF 

15 

6440 

4 11 

13.2000 

- 

58 

10/20/97 11:10 AM 

MR8B 

MA-PUFF 

16 

6440 

4 17 

13.3400 

- 

58 

1.0/28/97 11:10 AM 

MR8B 

MA-PUFF 

17 

6440 

5 1 

13.1200 


58 

10/28/97 12:10 PM 

MR8B 

MA-PUFF 

18 

6440 

5 5 

13.5800 


58 

10/28/97 12:10 PM 

MR8B 

MA-PUFF 

19 

6440 

5 11 

13.0800 


58 

10/28/97 12:10 PM 

MR8B 

MA-PUFF 

20 

6440 

5 17 

13.2000 

“ 

58 

10/28/97 12:10 PM 




Average : 

13.3260 







Std 

Dev : 

0.2669 




MR8B 

MA-TPM 

1 

6440 

1 1 

44.8000 

- 

58 

10/27/97 10:10 AM 

MR8B 

MA-TPM 

2 

6440 

1 5 

44.5400 

- 

58 

10/27/97 10:10 AM 

MR8B 

MA-TPM 

3 

6440 

1 11 

47.1400 


58 

10/27/97 10:10 AM 

MR8B 

MA-TPM 

4 

6440 

1 17 

45.7200 

- 

58 

10/27/97 10:10 AM 

MR8B 

MA-TPM 

5 

6440 

2 1 

43.9800 

- 

58 

10/27/97 11:10 AM 

MR8B 

MA-TPM 

6 

6440 

2 5 

47.3210 

“ 

58 

10/27/97 11:10 AM 

MR8B 

MA-TPM 

7 

6440 

2 11 

44.7800 


58 

10/27/97 11:10 AM 

MR8B 

MA-TPM 

8 

6440 

2 17 

47.4200 

- 

58 

10/27/97 11:10 AM 

MR8B 

MA-TPM 

9 

6440 

3 1 

44.6600 


58 

10/28/97 9:10 AM 

MR8B 

MA-TPM 

10 

6440 

3 5 

42.6990 


58 

10/28/97 9:10 AM 

MR8B 

MA-TPM 

11 

6440 

3 11 

47.4000 

- 

58 

10/26/97 9:10 AM 

MR8B 

MA-TPM 

12 

6440 

3 17 

48.1000 

- 

58 

10/28/97 9:10 AM 

MR8B 

MA-TPM 

13 

6440 

4 1 

45.8000 

“ 

58 

10/28/97 11:10 AM 

MR8B 

MA-TPM 

14 

6440 

4 5 

45.1400 

- 

58 

10/28/97 11:10 AM 

MR8B 

MA-TPM 

15 

6440 

4 11 

46.7600 

- 

58 

10/28/97 11:10 AM 

MR8B 

MA-TPM 

16 

6440 

4 17 

46.5190 

- 

58 

10/28/97 11:10 AM 

MR8B 

MA-TPM 

17 

6440 

5 1 

44.9200 

- 

58 

10/28/97 12:10 PM 

MR8B 

MA-TPM 

18 

6440 

5 5 

44.9600 

- 

58 

10/28/97 12:10 PM 

MR8B 

MA-TPM 

19 

6440 

5 11 

45.8800 


58 

10/28/97 12:10 PM 

MR8B 

MA-TPM 

20 

6440 

5 17 

48.0200 

“ 

58 

.10/28/97 12:10 PM 




Average : 

45.8280 







std 

Dev : 

1.4639 




MR8B 

TIP-LENGTH 

1 



31.0 

- 

PC398 

10/24/97 3:10 PM 

MR8B 

TIP-LENGTH 

2 



31.0 


PC39a. 10/24/97 3:10 PM 

MR8B 

TIP-LENGTH 

3 



31.0 

- 

PC393 

10/24/97 3:10 PM 
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PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-2 Confidential 

Reported. By; chambers,L iz 
Submitted..: 10/22/97 
Received...: 10/22/97 
Completed..: 11/19/97 
Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


Report Date. 

Request. 

Submitter... 
Request Type 
Activity.... 


11/20/97 3:24 PM 

MA97-2 

E.Chambers/J.Garman 
inh 

T00107 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value Rej Apr 

Instr 

Report Date 


MR8B 

TIP-LENGTH 

4 




31.0 

PC398_ 

10/24/97 

3:10 

PM 

MR8B 

TIP-LENGTH 

5 




31.0 

PC398 

10/24/97 

3:10 

PM 

MR8B 

TIP-LENGTH 

6 




31.0 

PC398 

10/24/97 

3:10 

PM 

MR8B 

tip-length 

7 




31.0 

PC398 

10/24/97 

3:10 

PM 

MR8B 

TIP-LENGTH 

8 




31.0 

PC398 

10/24/97 

3 : 10 

PM 

MR8B 

TIP-LENGTH 

9 




31.0 

PC3 98 

10/24/97 

3 : 10 

PM 

MR8B 

TIP-LENGTH 

10 




31.0 

PC393 

10/24/97 

3 :10 

PM 

MR8B 

TIP-LENGTH 

11 




31.0 

PC398 

10/24/97 

3:10 

PM 

MR8B 

TIP-LENGTH 

12 




31.0 

PC398 

10/24/97 

3:10 

PM 

MR8B 

TIP-LENGTH 

13 




31.0 

PC398 

10/24/97 

3 :10 

PM 

MR8B 

TIP-LENGTH 

14 




31.0 

PC398 

10/24/97 

3:10 

PM 

MR8B 

TIP-LENGTH 

IS 




31.0 

PC398 

10/24/97 

3:10 

PM 

MR0B 

TIP-LENGTH 

16 




31.0 

PC398 

10/24/97 

3:10 

PM 

MR8B 

TIP-LENGTH 

17 




31.0 

PC398 

10/24/97 

3:10 

PM 

MR8B 

TIP-LENGTH 

18 




31.0 

PC398 

IQ/24/97 

3:10 

PM 

MR8B 

TIP-LENGTH 

19 




31.0 

PC398 

10/24/97 

3:10 

PM 

MR8B 

TIP-LENGTH 

20 




31.0 

PC398 

10/24/97 

3 :10 

PM 




Average : 

31.0000 








Std 

Dev : 

0.0010 





MR8B 

MA-TAR 

1 

6440 

3 

11 

32.9870 

n/a 

10/28/97 

9:10 

AM 

MR9B 

MA-TAR 

2 

6440 

3 

17 

33,3231 

n/a 

10/28/97 

9:10 

AM 

MR8B 

MA-TAR 

3 

6440 

2 

1 

30.6150 

n/a 

10/27/97 

11:10 

AM 

MR8B 

MA-TAR 

4 

6440 

2 

17 

33.3086 

n/a 

10/27/97 

11:10 

AM 

MR8B 

MA-TAR 

5 

6440 

3 

1 

31.0265 

n/a 

10/28/97 

9:10 

AM 

MR8B 

MA-TAR 

6 

6440 

4 

17 

32.0342 

n/a 

10/28/97 

11:10 

AM 

MR8B 

MA-TAR 

7 

6440 

5 

1 

31.0668 

n/a 

10/28/97 

12:10 

PM 

MR8B 

MA-TAR 

8 

6440 

5 

17 

33.0285 

n/a 

10/28/97 

12:10 

PM 

MR8B 

MA-TAR 

9 

6440 

3 

5 

30.2441 

n/a 

10/28/97 

9:10 

AM 

MR8B 

MA-TAR 

10 

6440 

4 

11 

32.1603 

n/a 

10/28/97 

11:10 

AM 

MR8B 

MA-TAR 

11 

6440 

5 

5 

31.8417 

n/a 

10/28/97 

12:10 

PM 

MR8B 

MA-TAR 

12 

6440 

5 

11 

31.7513 

n/a 

10/28/97 

12:10 

PM 

MR8B 

MA-TAR 

13 

6440 

4 

1 

31.9312 

n/a 

10/28/97 

11:10 

AM 

MR8B 

MA-TAR 

14 

6440 

4 

5 

31.1252 

n/a 

10/28/97 

11:10 

AM 

MR8B 

MA-TAR 

15 

6440 

1 

1 

31.5767 

n/a 

10/27/97 

10 :10 

AM 

MR8B 

MA-TAR 

16 

6440 

1 

5 

31.3897 

n/a 

10/27/97 

10:10 

AM 

MR8B 

MA-TAR 

17 

6440 

1 

17 

31.8290 

n/a 

10/27/97 

10 : 10 

AM 

MR8B 

MA-TAR 

18 

6440 

2 

5 

32.3977 

n/a 

10/27/97 

11:10 

AM 

MR8B 

MA-TAR 

19 

6440 

2 

11 

32.0641 

n/a 

10/27/97 

11:10 

AM 

MR8B 

MA-TAR 

20 

6440 

1 

11 

32.4112 

n/a 

10/27/97 

10:10 

AM 




Average : 

31.9056 








Std 

Dev : 

0.8563 





MRM8B 

E-CTBWT 

1 




0.7958 

310 

10/27/97 

8:10 

AM 

MRM8B 

E-CTBWT 

2 




0,8053 

310 

10/27/97 

10:10 

AM 

MRM8B 

E-CTBWT 

3 




0.8023 

310 

10/27/97 

10 :10 

AM 

MRM8B 

E-CTBWT 

4 




0.7971 

310 

10/27/97 

11:10 

AM 
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PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-2 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter.. . : 
Request Type: 

Activity....: 


11/20/97 3:24 PM 

MA97-2 

E.Chambers/J.Garman 
inh 

T00107 


Reported By 
Submitted.. 
Received... 
Completed.. 

Approved By 


CHAMBERS,LIZ 

10/22/97 

10/22/97 

11/19/97 

NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD PINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Teat 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 





Average 

. 

0.8001 









Std 

Dev 


0.0044 






MRM8B 

E-CWT 

1 




1.0916 

- 

310 

JO/27/97 

8;10 

AM 

MRM8B 

E-CWT 

2 




1.1014 

- 

310 

10/27/97 

10:10 

AM 

MRM8B 

E-CWT 

3 




1.1019 


310 

10/27/97 

10:10 

AM 

MRM8B 

E-CWT 

4 




1.0951 

“ 

310 

10/27/97 

11:10 

AM 




Average 

: 

1.0975 









Std 

Dev 

* 

0.0050 






MRM8B 

E-P+PWT 

1 




0.2958 

- 

310 

10/27/97 

8:10 

AM 

MRM8B 

E-P+PWT 

2 




0.2962 

" 

310 

10/27/97 

10 :10 

AM 

MRM8B 

E-P+PWT 

3 




0.2997 

- 

310 

.10/27/97 

10 :10 

AM 

MRM8B 

E-P+PWT 

4 




0.2980 


310 

10/27/97 

11:10 

AM 




Average 


0.2974 









Std 

Dev 


0.0018 






MRM8B 

FTC-BUTT 

1 




39.0 

- 

AUTO 

11/03/97 

8:11 

AM 




Average 


39.0000 









Std 

Dev 

: 

0.0000 






MRM8B 

MA-CO 

1 

6440 

2 

2 

27.1700 

- 

58 

10/27/97 

1:10 

PM 

MRM8B 

MA-CO 

2 

6440 

2 

7 

26.4100 

- 

58 

10/27/97 

1:10 

PM 

MRM8B 

MA-CO 

3 

6440 

2 

12 

28.2200 


58 

10/27/97 

1:10 

PM 

MRM8B 

MA-CO 

4 

6440 

2 

18 

28.6800 

- 

58 

10/27/97 

1:10 

PM 

MRM8B 

MA-CO 

5 

6440 

3 

2 

25.6500 

- 

58 

10/28/97 

2:10 

PM 

MRM8B 

MA-CO 

6 

6440 

3 

7 

28.0200 

- 

58 

10/28/97 

2 :10 

PM 

mrmbb 

MA-CO 

7 

6440 

3 

12 

26.3800 

" 

58 

. JO/28/97 

2 :10 

PM 

MRM8B 

MA-CO 

8 

6440 

3 

18 

28.2800 

" 

58 

10/28/97 

2 ; 10 

PM 

MRM8B 

MA-CO 

9 

6440 

4 

2 

28.9500 

- 

58 

10/28/97 

2:10 

PM 

MRM8B 

MA-CO 

10 

6440 

4 

7 

27.9400 

- 

58 

10/28/97 

2 : 10 

PM 

MRM8B 

MA-CO 

11 

6440 

4 

12 

26.9000 

" 

58 

10/28/97 

2; 10 

PM 

MRM8B 

MA-CO 

12 

6440 

4 

18 

27.6300 

" 

58 

10/28/97 

2:10 

PM 

MRM8B 

MA-CO 

13 

6440 

5 

2 

27.1800 

- 

58 

10/28/97 

2:10 

PM 

MRM8B 

MA-CO 

14 

6440 

5 

7 

27.8000 

- 

58 

10/28/97 

2:10 

PM 

MRM8B 

MA-CO 

15 

6440 

5 

12 

25.9800 

- 

58 

10/28/97 

2:10 

PM 

MRM8B 

MA-CO 

16 

6440 

5 

18 

26.5500 

“ 

58 

10/28/97 

2:10 

PM 

MRM8B 

MA-CO 

17 

6440 

1 

2 

25.8900 

- 

58 

11/03/97 

2 :11 

PM 

MRMBB 

MA-CO 

18 

6440 

1 

7 

26.7300 

- 

58 

11/03/97 

2:11 

PM 

MRM8B 

MA-CO 

19 

6440 

1 

12 

26.7800 

- 

58 

11/03/97 

2:11 

PM 

MRM8B 

MA-CO 

20 

6440 

1 

18 

25.7300 

“ 

58 

11/03/97 

2:11 

PM 




Average 


27.1435 









Std 

Dev 

• 

1.0036 






MRMBB 

MA~EVENT 

1 




21.0000 

- 

348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

2 




19.0000 

- 

348 

10/27/97 

10:10 

AM 
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PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-2 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter...: 
Request Type: 
Activity.... : 


11/20/97 3:24 PM 

MA97-2 

E.Chambers/J.Garman 
inh 

T00107 


Reported By: 
Submitted..: 
Received...: 
Completed..: 
Approved By: 


CHAMBERS/LIZ 
10/22/97 
10/22/97 
11/19/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


Sample 

**** DATA HAS NOT HAD 

Test 

FINAL 

# 

REVIEW/APPROVAL: SUBJECT TO 

Grp Ru Pt Data Value Rej 

CHANGE **** 

Apr Instr Report Date 


MRM8B 

MA-EVENT 

3 

20.0000 

- 

348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

4 

17.0000 

“ 

348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

5 

16.0000 

- 

348 

10/27/97 

10 :10 

AM 

MRMBB 

MA-EVENT 

6 

16.0000 


348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

7 

22.0000 

“ 

348 

10/27/97 

10:10 

AM 

MRMBB 

MA-EVENT 

8 

19,0000 

" 

348 

10/27/97 

10 :10 

AM 

MRM8B 

MA-EVENT 

9 

19.0000 


348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

10 

17.0000 

- 

348 

10/27/97 

10:10 

AM 

MRMBB 

MA-EVENT 

11 

16.0000 

- 

348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

12 

22.0000 

- 

348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

13 

18.0000 


348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

14 

16.0000 


348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

15 

19.0000 

- 

348 

10/27/97 

10 :10 

AM 

MRM8B 

MA-EVENT 

16 

21.0000 

- 

348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

17 

20.0000 

- 

348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

18 

19.0000 

- 

348 

10/27/97 

10 :10 

AM 

MRM8B 

MA-EVENT 

19 

23.0000 

- 

348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

20 

26.0000 

- 

348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

21 

18.0000 

- 

348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

22 

19.0000 

- 

348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

23 

16.0000 

- 

348 

10/27/97 

10 :10 

AM 

MRM8B 

MA-EVENT 

24 

16.0000 


348 

10/27/97 

10:10 

AM 

MRM8B 

MA-EVENT 

25 

21.0000 

- 

348 

10/27/97 

10 :10 

AM 

MRM8B 

MA-EVENT 

26 

23.0000 

- 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

27 

20.0000 

- 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

28 

21.0000 

“ 

390 

10/28/97 

8 :10 

AM 

MRM8B 

MA-EVENT 

29 

19.0000 


390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

30 

19.0000 

- 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

31 

18.0000 

- 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

32 

23.0000 

- 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

33 

18.0000 

- 

390 

10/28/97 

8:10 

AM 

MRMBB 

MA-EVENT 

34 

21.0000 

- 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

35 

20.0000 

- 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

36 

25.0000 

- 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

37 

19.0000 

- 

390 

10/28/97 

8 :10 

AM 

MRM8B 

MA-EVENT 

38 

21.0000 

- 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

39 

22.0000 

- 

390 

10/28/97 

8 :10 

AM 

MRM8B 

MA-EVENT 

40 

20.0000 

- 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

41 

22.0000 

- 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

42 

20.0000 


390 

10/28/97 

8 : 10 

AM 

MRM8B 

MA-EVENT 

43 

20.0000 


390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

44 

24.0000 

- 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

45 

23.0000 


390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

46 

23.0000 

- 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

47 

25.0000 

- 

390 

10/28/97 

8 :10 

AM 

MRM8B 

MA-EVENT 

48 

19.0000 

“ 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

49 

21.0000 


390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

50 

25.0000 


390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

51 

20.0000 

- 

390 

10/28/97 

8:10 

AM 

MRM8B 

MA-EVENT 

52 

24.0000 

- 

390 

10/28/97 

8:10 

AM 
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PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-2 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter. , , : 
Request Type: 
Activity....: 


11/20/97 3:24 PM 

MA97-2 

e, chambers/J.Garman 
inh 

T00107 


Reported By 

Submitted.. 
Received.., 
Completed. . 
Approved By 


CHAMBERS,LIZ 

10/22/97 
10/22/97 
11/19/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE * + ** 


Sample 

Test 

# 

Grp Ru Pt Data Value 

Rej Apr 

Instr 

Report Date 

MRM8B 

MA-EVENT 

53 

24.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

54 

16.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

55 

24.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

56 

20.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

57 

16.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

58 

23.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

59 

21.0000 

- 

390 

10/28/97 

8:10 AM 

MKM8B 

MA-EVENT 

60 

16.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

61 

21.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

62 

20.0000 

- 

390 

10/28/97 

8:10 AM 

MR148B 

MA-EVENT 

63 

20.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

64 

24.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

65 

19.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

66 

18.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

67 

24.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

68 

20.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

69 

20.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

70 

25.0000 

- 

390 

10/2B/97 

8:10 AM 

MRM8B 

MA-EVENT 

71 

20.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

72 

21.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

73 

18.0000 


390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

74 

24.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

75 

21.0000 


390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

76 

20.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

77 

19.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

78 

18.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

79 

20.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

80 

16.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

81 

21.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

82 

19.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

83 

19.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

84 

15.000Q 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

85 

20.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

86 

14.0000 

- 

390 

10/28/97 

8 :10 AM 

MRM8B 

MA-EVENT 

87 

21.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

88 

20,0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

89 

25.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

90 

20.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

91 

21.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

92 

18.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

93 

18.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

94 

21.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

95 

16.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

96 

17.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

97 

18.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

98 

16.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

99 

20.0000 

- 

390 

10/28/97 

8:10 AM 

MRM8B 

MA-EVENT 

100 

20.0000 

- 

390 

10/28/97 

8:10 AM 


Average : 19.9800 
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PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-2 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter, . , ; 
Request Type: 
Activity....: 


11/20/97 3:24 PM 

MA97-2 

E.Chamberg/J,Garman 
inh 

T00107 


Reported By 
Submitted.. 
Received.. . 
Completed., 
Approved By 


CHAMBERS,LIZ 
10/22/97 
10/22/97 
11/19/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 





Std 

Dev : 

2.6438 






MRM8B 

MA-H20 

1 

6440 

1 

2 

8.2138 

- 

GC361 

10/27/97 

9:10 

PM 

MRM8B 

MA-H20 

2 

6440 

1 

7 

9.0502 

- 

GC361 

10/27/97 

9:10 

PM 

MRM8B 

MA-H20 

3 

6440 

1 

12 

8.8438 

- 

GC361 

10/27/97 

9:10 

PM 

MRM8B 

MA-H20 

4 

6440 

1 

18 

7.5673 


GC361 

10/27/97 

9:10 

PM 

MRM8B 

MA-H20 

5 

6440 

2 

2 

9.2395 

- 

GC361 

10/27/97 

9:10 

PM 

MRM8B 

MA-H20 

6 

6440 

2 

7 

8.6417 


GC361 

10/27/97 

9:10 

PM 

MRM8B 

MA-H20 

7 

6440 

2 

12 

9.4208 

“ 

GC361. 

10/27/97 

9:10 

PM 

MRM8B 

MA-H20 

8 

6440 

2 

18 

8,7686 


GC361 

10/27/97 

9:10 

PM 

MRM8B 

MA-H20 

9 

6440 

3 

2 

7.8651 


GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-H20 

10 

6440 

3 

7 

8.1311 

- 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-H20 

11 

6440 

3 

12 

8.4375 

- 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-H20 

12 

6440 

3 

18 

8.5744 

- 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-H20 

13 

6440 

4 

2 

9,4661 


GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-H20 

14 

6440 

4 

7 

8.9363 

“ 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-H20 

15 

6440 

4 

12 

8.5161 

- 

GC361 

10/29/97 

8 : 10 

AM 

MRM8B 

MA-H20 

16 

6440 

4 

18 

9.4395 

- 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-H20 

17 

6440 

5 

2 

8.4151 


GC361 

10/29/97 

8 : 10 

AM 

MRM8B 

MA-H20 

18 

6440 

5 

7 

9,9916 

- 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-H20 

19 

6440 

5 

12 

7.8666 

“ 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-H20 

20 

6440 

5 

18 

7.7649 

" 

GC361 

10/29/97 

8:10 

AM 




Average : 

8.6575 









std 

Dev : 

0.6526 






MRM8B 

MA-NIC 

1 

6440 

1 

2 

1.9596 

- 

GC361 

10/27/97 

9:10 

PM 

MRM8B 

MA-NIC 

2 

6440 

1 

7 

1.9645 

- 

GC361 

10/27/97 

9:10 

PM 

MRM8B 

MA-NIC 

3 

6440 

1 

12 

1.9525 

- 

GC361 

10/27/97 

9:10 

PM 

MRM8B 

MA-NIC 

4 

6440 

1 

18 

1.8694 

- 

GC361 

10/27/97 

9:10 

PM 

MRM8B 

MA-NIC 

5 

6440 

2 

2 

1.8953 


GC361 

10/27/97 

9:10 

PM 

MRM8B 

MA-NIC 

6 

6440 

2 

7 

1.8974 

- 

GC361 

10/27/97 

9:10 

PM 

MRM8B 

MA-NIC 

7 

6440 

2 

12 

1.9839 

- 

GC36I_10/27/97 

9:10 

PM 

MRM8B 

MA-NIC 

8 

6440 

2 

18 

1.9105 

- 

GC361 

10/27/97 

9:10 

PM 

MRM8B 

MA-NIC 

9 

6440 

3 

2 

1.9307 

- 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-NIC 

10 

6440 

3 

7 

1.8454 


GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-NIC 

11 

6440 

3 

12 

1.8445 

- 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-NIC 

12 

6440 

3 

18 

1,9096 


GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-NIC 

13 

6440 

4 

2 

1.8713 

- 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-NIC 

14 

6440 

4 

7 

1.9650 

- 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-NIC 

15 

6440 

4 

12 

1.9940 

“ 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-NIC 

16 

6440 

4 

18 

1.9102 

“ 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-NIC 

17 

6440 

5 

2 

1.9688 

- 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-NIC 

18 

6440 

5 

7 

1.9697 


GC361 

IQ/29/97 

8:10 

AM 

MRM8B 

MA-NIC 

19 

6440 

5 

12 

1.8617 

- 

GC361 

10/29/97 

8:10 

AM 

MRM8B 

MA-NIC 

20 

6440 

5 

18 

1.9102 

. “ 

GC361 

10/29/97 

8:10 

AM 




Average : 

1.9207 









Std 

Dev : 

0.0472 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-2 Confidential 

Report Date.: 11/20/97 3:24 PM Reported By: CHAMBERS,LIZ 

Request.: MA97-2 Submitted..: 10/22/97 

Submitter. . . : E . Charabers/J . Carman Received. . . : 10/2-2/97 

Request Type: inh Completed..; 11/19/97 

Activity....: T00107 Approved By: NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 

**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

it 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Ins tr 

Report Date 


MRM8B 

MA-NIC-FLR 

1 




14.6400 

- 

398 

11/19/97 

6:11 

PM 

MRM8B 

MA-NIC-FLR 

2 




14.4100 

- 

398 

11/19/97 

6 : 11 

PM 

MRM8B 

MA-NIC-FLR 

3 




14.7400 


398 

11/19/97 

6:11 

PM 




Average : 

14.5967 









Std 

Dev ; 

0.1692 






MRM8B 

MA-PH 

1 




5.3810 

- 

58 

10/29/97 

1:10 

PM 

MRM8B 

MA-PH 

2 




5.3860 

- 

58 

10/29/97 

1:10 

PM 

MRM8B 

MA-PH 

3 




5.3660 


58 

10/29/97 

1:10 

PM 




Average : 

5.3777 









std 

Dev : 

0.0104 






MRM8B 

MA-PUFF 

1 

64.40 

1 

2 

13.0600 

- 

58 

-10/27/97 

10:10 

AM 

MRM8B 

MA-PUFF 

2 

6440 

1 

7 

13.0600 

- 

58 

10/27/97 

10:10 

AM 

MRM8B 

MA-PUFF 

3 

6440 

1 

12 

13.5600 


58 

10/27/97 

10:10 

AM 

MRM8B 

MA-PUFF 

4 

6440 

1 

18 

13.1200 

“ 

58 

10/27/97 

10 :10 

AM 

MRM8B 

MA-PUFF 

5 

6440 

2 

2 

13.3200 

“ 

58 

10/27/97 

11:10 

AM 

MRM8B 

MA-PUFF 

6 

6440 

2 

7 

12.9000 


58 

10/27/97 

11:10 

AM 

MRM8B 

MA-PUFF 

7 

6440 

2 

12 

13.1400 

- 

58 

10/27/97 

11:10 

AM 

MRM8B 

MA-PUFF 

8 

6440 

2 

18 

12.7400 


58 

-10/27/97 

11:10 

AM 

MRM8B 

MA-PUFF 

9 

6440 

3 

2 

12.7400 

- 

58 

10/28/97 

9:10 

AM 

MRM8B 

MA-PUFF 

10 

6440 

3 

7 

12.7800 


58 

J.0/28/97 

9:10 

AM 

MRM8B 

MA-PUFF 

11 

6440 

3 

12 

12.6200 

“ 

58 

10/28/97 

9 :10 

AM 

MRM8B 

MA-PUFF 

12 

6440 

3 

18 

12.5800 

" 

58 

10/28/97 

9 :10 

AM 

MRM8B 

MA-PUFF 

13 

6440 

4 

2 

12.7800 

“ 

58 

10/28/97 

11:10 

AM 

MRM8B 

MA-PUFF 

14 

6440 

4 

7 

13.0400 


58 

10/28/97 

11:10 

AM 

MRM8B 

MA-PUFF 

15 

6440 

4 

12 

12.6400 

- 

58 

10/28/97 

11:10 

AM 

MRM8B 

MA-PUFF 

16 

6440 

4 

18 

12.6600 

" 

58 

~10/28/97 

11:10 

AM 

MRM8B 

MA-PUFF 

17 

6440 

5 

2 

12.8800 


58 

10/28/97 

12 :10 

PM 

MRM8B 

MA-PUFF 

18 

6440 

5 

7 

13.1800 

- 

58 

10/28/97 

12:10 

PM 

MRM8B 

MA-PUFF 

19 

6440 

5 

12 

.12.8000 

“ 

58 

.10/28/97 

12:10 

PM 

MRM8B 

MA-PUFF 

20 

6440 

5 

18 

12.4400 


58 

10/28/97 

12 : 10 

PM 




Average : 

12.9020 









Std 

Dev : 

0.2786 






MRM8B 

MA-TPM 

1 

6440 

1 

2 

37.1600 

- 

58 

10/27/97 

10 ; 10 

AM 

MRM8B 

MA-TPM 

2 

6440 

1 

7 

39.4600 

- 

58 

10/27/97 

10:10 

AM 

MRM8B 

MA-TPM 

3 

6440 

1 

12 

38.0400 

“ 

58 

10/27/97 

10:10 

AM 

MRM8B 

MA-TPM 

4 

6440 

1 

18 

35.5400 

" 

58 

10/27/97 

10:10 

AM 

MRM8B 

MA-TPM 

5 

6440 

2 

2 

38.8200 

- 

58 

10/27/97 

11:10 

AM 

MRM8B 

MA-TPM 

6 

6440 

2 

7 

37.2200 

- 

58 

10/27/97 

11:10 

AM 

MRM8B 

MA-TPM 

7 

6440 

2 

12 

39.6800 

- 

58 

10/27/97 

11: IQ 

AM 

MRM8B 

MA-TPM 

8 

6440 

2 

18 

38.4190 

- 

58 

10/27/97 

11:10 

AM 

MRM8B 

MA-TPM 

9 

6440 

3 

2 

36.8200 

- 

58 

10/28/97 

9:10 

AM 

MRM8B 

MA-TPM 

10 

6440 

3 

7 

36.7600 

- 

58 

10/28/97 

9:10 

AM 

MRM8B 

MA-TPM 

11 

6440 

3 

12 

37.4400 

- 

58 

10/28/97 

9:10 

AM 

MRM8B 

MA-TPM 

12 

6440 

3 

18 

38.0600 

- 

58 

10/28/97 

9:10 

AM 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-2 Confidential 

Report Date.: 11/20/97 3:24 PM Reported By: CHAMBERS,LIZ - 

Request.: MA97-2 Submitted..: 10/22/97 

Submitter...: E.Chambers/J.Garman Received...: 10/22/97 

Request Type: inh Completed..: 11/19/97 

Activity....: T0Q107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value Rej 

Apr 

Instr 

Report Date 


MRMBB 

MA-TPM 

13 

6440 

4 

2 

37.7900 

- 

58 

10/28/97 

11:10 

AM 

MRM8B 

MA-TPM 

14 

6440 

4 

7 

38.6600 

- 

58 

10/28/97 

11:10 

AM 

MRM8B 

MA-TPM 

15 

6440 

4 

12 

38.1000 


58 

10/28/97 

11:10 

AM 

MRM8B 

MA-TPM 

16 

6440 

4 

18 

38.8800 

- 

58 

10/28/97 

11:10 

AM 

MRMBB 

MA-TPM 

17 

6440 

5 

2 

37.5200 

- 

58 

10/28/97 

12 :10 

PM 

MRM8B 

MA-TPM 

18 

6440 

5 

7 

41.1800 

“ 

58 

10/28/97 

12:10 

PM 

MRM8B 

MA-TPM 

19 

6440 

5 

12 

36.6400 

“ 

58 

10/28/97 

12 ; 10 

PM 

MRM8B 

MA-TPM 

20 

6440 

5 

18 

35.2200 


58 

10/28/97 

12:10 

PM 




Average : 

37.8700 









std 

Dev : 

1.4005 






MRM8B 

TIP-LENGTH 

1 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

2 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

3 




36.0 

“ 

PC398 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

4 




36.0 

- 

PC398 

10/24/97 

3 :10 

PM 

MRM8B 

TXP-LENGTH 

5 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

6 




36.0 

- 

PC398 

10/24/97 

3 :10 

PM 

MRM8B 

TIP-LENGTH 

7 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

8 




36.0 


PC398 

10/24/97 

3:10 

PM 

MRMBB 

TIP-LENGTH 

9 




36.0 


PC398 

10/24/97 

3 :10 

PM 

MRM8B 

TIP-LENGTH 

10 




36.0 


PC398. 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

11 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

12 




36.0 


PC398 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

13 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

14 




36.0 


PC398 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

15 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

16 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

17 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

18 




36.0 


PC398 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

19 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 

MRM8B 

TIP-LENGTH 

20 




36.0 

- 

PC398 

10/24/97 

3:10 

PM 


Average : 36.0000 

Std Dev : 0.0010 


MRM8B 

MA-TAR 

1 

6440 

3 

12 

27.1580 

- 

n/a 

10/28/97 

9:10 

AM 

MRM8B 

MA-TAR 

2 

6440 

3 

18 

27.5760 

- 

n/a 

10/28/97 

9:10 

Al4 

MRM8B 

MA-TAR 

3 

6440 

1 

18 

26.1033 

- 

n/a 

10/27/97 

10:10 

AM 

MRM8B 

MA-TAR 

4 

6440 

2 

2 

27.6852 

- 

n/a 

10/27/97 

11:10 

AM 

MRM8B 

MA-TAR 

5 

6440 

2 

18 

27.7399 

- 

n/a 

10/27/97 

11:10 

AM 

MRK8B 

MA-TAR 

6 

6440 

4 

18 

27.5303 

" 

n/a 

10/28/97 

11:10 

AM 

MRM8B 

MA-TAR 

7 

6440 

5 

2 

27.1361 

- 

n/a 

10/28/97 

12:10 

PM 

MRM8B 

MA-TAR 

8 

6440 

5 

12 

26.9117 

- 

n/a 

10/28/97 

12:10 

PM 

MRM8B 

MA-TAR 

9 

6440 

5 

18 

25.5449 

- 

n/a 

10/28/97 

12:10 

PM 

MRM8B 

MA-TAR 

10 

6440 

3 

2 

27.0242 

- 

n/a 

10/28/97 

9:10 

AM 

MRM8B 

MA-TAR 

11 

6440 

3 

7 

26.7835 


n/a 

10/28/97 

9 :10 

AM 

MRM8B 

MA-TAR 

12 

6440 

4 

7 

27.7587 

- 

n/a 

10/28/97 

11:10 

AM 

MRM8B 

MA-TAR 

13 

6440 

4 

12 

27.5899 

- 

n/a 

10/28/97 

11:10 

AM 

MRM8B 

MA-TAR 

14 

6440 

5 

7 

29.2187 


n/a 

10/28/97 

12:10 

PM 
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rawdata 


PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-2 


Philip Morris USA 
Confidential 


Report Date.: 11/20/97 3:24 PM 

Request.: MA97-2 

Submitter...: E.Chambers/J.Garman 
Request Type: inh 
Activity....: T00107 

Description.: MASSACHUSETTS COMPLIANCE - 
MA.COMPLIANCE 


Reported By: CHAMBERS,LIZ 
Submitted.,: 10/22/97 

Received...: 10/22/97 
Completed.. . : 11/19/97 
Approved By: NOT APPROVED 

BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **+* 


Sample 

Test 

MRM8B 

MA-TAR 

MRM8B 

MA-TAR 

MRM8B 

MA-TAR 

MRM8B 

MA-TAR 

MRM8B 

MA-TAR 

MRM8B 

MA-TAR 


# 

Grp 

Ru 

Pt 

Data Value 

15 

6440 

4 

2 

26.4426 

16 

6440 

1 

2 

26.9866 

17 

6440 

1 

7 

28.4453 

18 

6440 

2 

7 

26.6809 

19 

6440 

2 

12 

28.2753 

20 

6440 

1 

12 

27.2437 


Average : 

27.2917 


Std 

Dev 

: 

0.8266 


Apr Instr Report Date 


n/a 10/28/97 11:10 

n/a 10/27/97 10:10 

n/a 10/27/97 10:10 

n/a 10/27/97 11:10 AM 

n/a 10/27/97 11:10 AM 

n/a 10/27/97 10:10 AM 
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rawdata PRODUCT TESTING LABORATORY Philip Morris USA 

Raw Data For Request MA97-2 Confidential 

Report Date,: 11/20/97 3:24 PM Reported By: CHAMBERS,LIZ _ 

Request.: MA97-2 Submitted..: 10/22/97 

Submitter...:. E.Chambers/J.Garman Received. ..: 10/22/97 

Request Type: inh Completed.,: 11/19/97 

Activity....: T00107 Approved By: NOT APPROVED 

Description.: MASSACHUSETTS COMPLIANCE - TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 

**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr Report Date 


*********************** 

M O N I 

TOR 


D 

A T A k k k k k k k k k ir k k k k k k k k k k k k k 



IM#16 

MA-CO 

1 

6440 

2 

6 

26.4500 

- 

58 

10/27/97 

1:10 

PM 

IM#16 

MA-CO 

2 

6440 

2 

8 

26.5000 

" 

58 

10/27/97 

1:10 

PM 

IM#16 

MA-CO 

3 

6440 

2 

14 

26.7900 

“ 

53 

10/27/97 

1:10 

PM 

IM# 16 

MA-CO 

4 

6440 

2 

16 

27.6400 

- 

58 

10/27/97 

1:10 

PM 

IM# 16 

MA-CO 

5 

6440 

3 

6 

26.3100 

- 

58 

10/28/97 

2 :10 

PM 

IM# 16 

MA-CO 

6 

6440 

3 

8 

26.9800 

- 

58 

10/28/97 

2:10 

PM 

IM# 16 

MA-CO 

7 

6440 

3 

14 

27.2500 


58 

10/28/97 

2 ; 10 

PM 

IM# 16 

MA-CO 

8 

6440 

3 

16 

28.6400 

- 

58 

10/28/97 

2:10 

PM 

IM# 16 

MA-CO 

9 

6440 

4 

6 

27.6400 

“ 

58 

10/28/97 

2 : IQ 

PM 

IM#16 

MA-CO 

10 

6440 

4 

8 

29.1500 

- 

58 

10/28/97 

2:10 

PM 

IM# 16 

MA-CO 

11 

6440 

4 

14 

28.4700 

- 

58 

10/28/97 

2:10 

PM 

IM#16 

MA-CO 

12 

6440 

4 

16 

27.4100 

“ 

58 

10/2 8/97 

2:10 

PM 

IM#16 

MA-CO 

13 

6440 

5 

6 

25.4900 

- 

58 

10/28/97 

2:10 

PM 

IM#16 

MA-CO 

14 

6440 

5 

8 

29.1900 

" 

58 

10/28/97 

2 :10 

PM 

IM#16 

MA-CO 

15 

6440 

5 

14 

25.9300 

- 

58 

10/28/97 

2:10 

PM 

IM#16 

MA-CO 

16 

6440 

5 

16 

26.8700 

- 

58 

10/28/97 

2 :10 

PM 

IM#16 

MA-CO 

17 

6440 

1 

6 

25.6200 

- 

58 

11/03/97 

2:11 

PM 

IM#16 

MA-CO 

18 

6440 

1 

8 

27.5300 

- 

58 

11/03/97 

2 : 11 

PM 

IM#16 

MA-CO 

19 

6440 

1 

14 

26.8200 


58 

11/03/97 

2:11 

PM 

IM#16 

MA-CO 

20 

6440 

1 

16 

26.9200 


58 

11/03/97 

2:11 

PM 




Average : 

27.1800 









Std 

Dev : 

1.0615 







IM#16 

MA-H20 

1 

6440 

1 

6 

14.1440 

- 

GC361 

10/27/97 

9:10 

PM 

IM#16 

MA-H20 

2 

6440 

1 

8 

15.7466 

" 

GC3 61 

10/27/97 

9 :10 

PM 

IM#16 

MA-H20 

3 

6440 

1 

14 

15.2893 


GC361 10/27/97 

9:10 

PM 

IM#16 

MA-H20 

4 

6440 

1 

16 

14.8837 


GC361 

10/27/97 

9 :10 

PM 

IM#16 

MA-H20 

5 

6440 

2 

6 

14.9711 _ 

- 

GC361 

10/27/97 

9:10 

PM 

IM#16 

MA-H20 

6 

6440 

2 

8 

13.8946 

- 

GC361 

10/27/97 

9:10 

PM 

IM# 16 

MA-H20 

7 

6440 

2 

14 

15.2922 

- 

GC361 

10/27/97 

9:10 

PM 

IM#16 

MA-H20 

8 

6440 

2 

16 

14.1978 

- 

GC361 

10/27/97 

9:10 

PM 

IM# 16 

MA-H20 

9 

6440 

3 

6 

15.1551 

- 

GC361 

10/29/97 

8:10 

AM 

IM# 16 

MA-H20 

10 

6440 

3 

8 

16.0937 

- 

GC361 

10/29/97 

8:10 

AM 

IM#16 

MA-H20 

11 

6440 

3 

14 

15.1314 

- 

GC361 

10/29/97 

8:10 

AM 

IM#16 

MA-H20 

12 

6440 

3 

16 

15.5927 . 

- 

GC3 61 

10/29/97 

8 :10 

AM 

IM#16 

MA-H20 

13 

6440 

4 

6 

14.6715 


GC3 61 

10/29/97 

8:10 

AM 

IM#16 

MA-H20 

14 

6440 

4 

a 

16.1694 


GC361 

10/29/97 

8 :10 

AM 

IM#16 

MA-H20 

15 

6440 

4 

14 

15.2885 


GC361 

10/29/97 

8:10 

AM 

IM#16 

MA-H20 

16 

6440 

4 

16 

14.7053 


GC361 

10/29/97 

8:10 

AM 

IM#16 

MA-H20 

17 

6440 

5 

6 

13.8562 

- 

GC361 

10/29/97 

8:10 

AM 

IM#16 

MA-H20 

18 

6440 

5 

8 

16.2364 

- 

GC361 

10/29/97 

8:10 

AM 

IM#16 

MA-H20 

19 

6440 

5 

14 

14.3117 

- 

GC361 

10/29/97 

8:10 

AM 

IM# 16 

MA-H20 

20 

6440 

5 

16 

15.0167 

“ 

GC361 

10/29/97 

8:10 

AM 




Average : 

15.0324 









Std 

Dev : 

0.7205 
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Report Date.: 
Request.....: 
Submitter...; 
Request Type: 
Activity....: 


11/20/97 3:24 PM 

MA97-2 

E.Chambers/J.Garman 
inh 

T00107 


Reported By: 
Submitted..: 
Received...; 
Completed.. : 
Approved By: 


CHAMBERS,LIZ 

10/22/97 
10/22/97 
11/19/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE 
MA.COMPLIANCE 


TEST BRANDS MORE THAN 5% MARKET SHARE FOR 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE **** 


Sample 

Test 

# 

Grp 

Ru 

Pt 

Data Value 

Rej Apr 

Instr 

Report Date 


IM#16 

MA-NIC 

1 

6440 

1 

6 

1.8320 


GC361 

10/27/97 

9 :10 

PM 

IM#16 

MA-NIC 

2 

6440 

1 

8 

1.9988 

- 

GC361 

10/27/97 

9:10 

PM 

IM#16 

MA-NIC 

3 

6440 

1 

14 

2.0596 

- 

GC361 

10/27/97 

9:10 

PM 

IM#16 

MA-NIC 

4 

6440 

1 

16 

1.9792 

- 

GC361 

10/27/97 

9: 10 

PM 

IM#16 

MA-NIC 

5 

6440 

2 

6 

1.9669 


GC361 

10/27/97 

9 : 10 

PM 

IM# 16 

MA-NIC 

6 

6440 

2 

8 

1.8500 


GC361 

10/27/97 

9:10 

PM 

IM#16 

MA-NIC 

7 

6440 

2 

14 

2.0432 

- 

GC361 

10/27/97 

9:10 

PM 

IM# 16 

MA-NIC 

8 

6440 

2 

16 

1.9734 


GC361 

10/27/97 

9:10 

PM 

IM#16 

MA-NIC 

9 

6440 

3 

6 

1.9487 

“ 

GC361 

10/29/97 

8:10 

AM 

IMS16 

MA-NIC 

10 

6440 

3 

8 

1.8993 

" 

GC361 

10/29/97 

8:10 

AM 

IM#16 

MA-NIC 

11 

6440 

3 

14 

1.9329 

- 

GC361 

10/29/97 

8:10 

AM 

IM#16 

MA-NIC 

12 

6440 

3 

16 

1.9132 

" 

GC361 

10/29/97 

8:10 

AM 

IM# 16 

MA-NIC 

13 

6440 

4 

6 

1.9464 

- 

GC361 

10/29/97 

8:10 

AM 

IM#16 

MA-NIC 

14 

6440 

4 

8 

1.9781 

- 

GC361 

10/29/97 

8:10 

AM 

IM# 16 

MA-NIC 

15 

6440 

4 

14 

1.9914 

- 

GC361 

10/29/97 

8:10 

AM 

IM#16 

MA-NIC 

16 

6440 

4 

16 

1.9377 

“ 

GC361 

10/29/97 

3:10 

AM 

IM# 16 

MA-NIC 

17 

6440 

5 

6 

1.8899 

- 

GC361 

10/29/97 

8 :10 

AM 

IM#16 

MA-NIC 

18 

6440 

5 

8 

1.9816 

- 

GC361 

10/29/97 

8:10 

AM 

IM# 16 

MA-NIC 

19 

6440 

5 

14 

1.9575 


GC361 

10/29/97 

8:10 

AM 

IM# 16 

MA-NIC 

20 

6440 

5 

16 

1.8736 

- 

GC361 

10/29/97 

8:10 

AM 




Average : 

1.9477 









std 

Dev : 

0,0589 







IM#16 

MA-PUFF 

1 

6440 

1 

6 

11.2000 

- 

58 

10/27/97 

10:10 AM 

IM#16 

MA-PUFF 

2 

6440 

1 

8 

10.8000 

- 

58 

10/27/97 

10:10 AM 

IM#16 

MA-PUFF 

3 

6440 

1 

14 

11.3000 

“ 

58 

10/27/97 

10:10 AM 

IM#16 

MA-PUFF 

4 

6440 

1 

16 

10.6000 

- 

58 

10/27/97 

10:10 AM 

IM# 16 

MA-PUFF 

5 

6440 

2 

6 

11.3000 

- 

58 

10/27/97 

11:10 AM 

IM#16 

MA-PUFF 

6 

6440 

2 

8 

10.7600 


58 

10/27/97 

11:10 AM 

IM#16 

MA-PUFF 

7 

6440 

2 

14 

11.4800 

- 

58 

10/27/97 

11:10 AM 

IM#16 

MA-PUFF 

8 

6440 

2 

16 

10.92Q0 


58 

10/27/97 

11:10 AM 

IM#16 

MA-PUFF 

9 

6440 

3 

6 

11.2800 

- 

58 

10/28/97 

9:10 AM 

IM#16 

MA-PUFF 

10 

6440 

3 

8 

10.7000 

- 

58 

10/28/97 

9:10 AM 

IM# 16 

MA-PUFF 

11 

6440 

3 

14 

10.7600 

- 

58 

10/28/97 

9:10 AM 

IM#16 

MA-PUFF 

12 

6440 

3 

16 

10.8000 

- 

58 

10/28/97 

9:10 AM 

IM#16 

MA-PUFF 

13 

6440 

4 

6 

11,1200 


58 

10/28/97 

11:10 AM 

IM#16 

MA-PUFF 

14 

6440 

4 

8 

10.6800 

- 

58 

10/28/97 

11:10 AM 

IM#16 

MA-PUFF 

15 

6440 

4 

14 

10,9200 

" 

58 

10/28/97 

11:10 AM 

IM#16 

MA-PUFF 

16 

6440 

4 

16 

11.4400 

- 

58 

10/28/97 

11:10 AM 

IM# 16 

MA-PUFF 

17 

6440 

5 

6 

10.7600 

- 

58 

10/28/97 

12:10 PM 

IM#16 

MA-PUFF 

18 

6440 

5 

8 

10.5400 

" 

58 

10/28/97 

12:10 PM 

IM#16 

MA-PUFF 

19 

6440 

5 

14 

10.8600 

- 

58 

10/28/97 

12:10 PM 

TM#16 

MA-PUFF 

20 

6440 

5 

16 

11.0000 

“ 

58 

10/28/97 

12:10 PM 




Average : 

10.9610 








Std 

Dev : 

0.2861 
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PRODUCT TESTING LABORATORY 
Raw Data For Request MA97-2 


Philip Morris USA 
Confidential 


Report Date.: 

Request.: 

Submitter...: 
Request Type: 
Activity....: 


11/20/97 3:24 PM 

MA97-2 

E.chambers/J.Garman 
inh 

T00107 


Reported By: 
Submitted. , : 
Received...: 
Completed..: 
Approved By: 


CHAMBERS,LIZ 
10/22/97 
10/22/97 
11/19/97 
NOT APPROVED 


Description.: MASSACHUSETTS COMPLIANCE " TEST BRANDS MORE THAN 5% MARKET SHARE FOR 
MA.COMPLIANCE 


**** DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE ***,* 


Sample 

Test 

# 

Grp 

RU Pt 

Data Value Rej 

Apr 

Instr 

Report Date 


IM#16 

MA-TPM 

1 

6440 

1 6 

45.1400 


58 

10/27/97 

10 :10 

AM 

IM#16 

MA-TPM 

2 

6440 

1 8 

48.4600 

" 

58 

10/27/97 

10 :10 

AM 

IM#16 

MA-TPM 

3 

6440 

1 14 

47.6400 

- 

58 

10/27/97 

10:10 

AM 

IM# 16 

MA-TPM 

4 

6440 

1 16 

46.6400 

- 

58 

10/27/97 

10:10 

AM 

IM#16 

MA-TPM 

5 

6440 

2 6 

46.5000 

- 

58 

10/27/97 

11:10 

AM 

IMtf 16 

MA-TPM 

6 

6440 

2 8 

44.7600 

“ 

58 

10/27/97 

11:10 

AM 

IMf 16 

MA-TPM 

7 

6440 

2 14 

47.5800 

- 

58 

10/27/97 

11:10 

AM 

IM#16 

MA-TPM 

8 

6440 

2 16 

46.3000 

“ 

58 

10/27/97 

11:10 

AM 

IM#16 

MA-TPM 

9 

6440 

3 6 

47.3200 

- 

58 

10/28/97 

9 :10 

AM 

IM#16 

MA-TPM 

10 

6440 

3 8 

48.0610 

- 

58 

10/28/97 

9:10 

AM 

IM# 16 

MA-TPM 

11 

6440 

3 14 

47.4800 

- 

58 

10/28/97 

9:10 

AM 

IM# 16 

MA-TPM 

12 

6440 

3 16 

47.7000 


58 

10/28/97 

9:10 

AM 

IM#16 

MA-TPM 

13 

6440 

4 6 

47.3400 


58 

10/28/97 

11:10 

AM 

IM#16 

MA-TPM 

14 

6440 

4 8 

49.8400 


58 

10/28/97 

11:10 

AM 

IM# 16 

MA-TPM 

15 

6440 

4 14 

47.5200 

- 

58 

10/28/97 

11:10 

AM 

IM#16 

MA-TPM 

16 

6440 

4 16 

46.1400 

“ 

58 

10/28/97 

11:10 

AM 

IM#16 

MA-TPM 

17 

6440 

5 6 

45.0000 

“ 

58 

10/28/97 

12:10 

PM 

IM# 16 

MA-TPM 

18 

6440 

5 8 

48.9000 

- 

58 

10/28/97 

12:10 

PM 

IM#16 

MA-TPM 

19 

6440 

5 14 

44.6600 


58 

10/28/97 

12:10 

PM 

IM#16 

MA-TPM 

20 

6440 5 16 

Average : 
Std Dev : 

46.4800 

46.9731 

1.3899 


58 

10/28/97 

12 :10 

PM 

IM#16 

MA-TAR 

1 

6440 

1 6 

29.1640 

- 

58 

10/27/97 

10:10 

AM 

IM#16 

MA-TAR 

2 

6440 

1 8 

30.7146 


58 

10/27/97 

10:10 

AM 

IMS16 

MA-TAR 

3 

6440 

1 14 

30.2911 

- 

58 

10/27/97 

10 :10 

AM 

IM#16 

MA-TAR 

4 

6440 

1 16 

29.7771 


58 

10/27/97 

10:10 

AM 

IM#16 

MA-TAR 

5 

6440 

2 6 

29.5620 

- 

5B 

10/27/97 

11:10 

AM 

IM# 16 

MA-TAR 

6 

6440 

2 8 

29.0154 

- 

58 

10/27/97 

11:10 

AM 

IM#16 

MA-TAR 

7 

6440 

2 14 

30.2446 


58 

10/27/97 

11:10 

AM 

IM#16 

MA-TAR 

8 

6440 

2 16 

30.1288 

- 

58 

10/27/97 

11:10 

AM 

IM#16 

MA-TAR 

9 

6440 

3 6 

30.2162 

- 

58 

10/28/97 

9 : 10 

AM 

IM#16 

MA-TAR 

10 

6440 

3 8 

30.0680 


58 

10/28/97 

9 : 10 

AM 

IM#16 

MA-TAR 

11 

6440 

3 14 

30.4157 


58 

10/28/97 

9 :10 

AM 

IM#16 

MA-TAR 

12 

6440 

3 16 

30.1941 

“ 

58 

10/28/97 

9:10 

AM 

IM#16 

MA-TAR 

13 

6440 

4 6 

30.7221 

- 

58 

10/28/97 

11:10 

AM 

IM#16 

MA-TAR 

14 

6440 

4 8 

31.6925 

" 

58 

10/28/97 

11:10 

AM 

IM# 16 

MA-TAR 

15 

6440 

4 14 

30.2401 

" 

58 

10/28/97 

11:10 

AM 

IM#16 

MA-TAR 

16 

6440 

4 16 

29.4970 

- 

58 

10/28/97 

11:10 

AM 

IM# 16 

MA-TAR 

17 

6440 

5 6 

29.2539 

" 

58 

10/28/97 

12 :10 

PM 

IM816 

MA-TAR 

18 

6440 

5 8 

30.6820 


58 

10/28/97 

12 :10 

PM 

IM#16 

MA-TAR 

19 

6440 

5 14 

28.3908 


58 

10/28/97 

12:10 

PM 

IM#16 

MA-TAR 

20 

6440 5 16 

Average : 
Std Dev : 

29.5897 

29.9930 

0.7370 


58 

10/28/97 

12 :10 

PM 
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END 


MONITOR 


DATA 




Notations: 

MR8B - MARLBORO 10020'S (BOX) 

MRM8B - MARLBORO MEDIUM 100 20 r S (BOX) 

ML8B - MARLBORO LIGHTS 100 20'S (BOX) 

ML8MB - MARLBORO LIGHTS MENTHOL 100 20'S (BOX) 
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